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PREFACE. 


IN  the  follow}  ig  treatise  I  have  applied  the  simpler  pro- 
cesses of  Algebra  to  the  discussion  of  the  subject  of  strains 
in  single  span  trusses,  and  have  obtained  many  formulae  for 
practical  application,  sufficiently  elucidating  this  method,  I 
hope,  to  render  easy  the  determination  of  other  formulae 
adapted  to  any  form  of  truss  that  ingenuity  may  suggest. 
Only  algebraic  processes  have  been  employed,  because  they 
are  simpler,  more  comprehensible,  more  practical,  and  more 
accurate  in  practice,  than  those  of  the  higher  mathematics. 

Uniformly  distributed  loads  alone  have  been  considered, 
whether  full  or  partial,  since  it  may  be  possible  to  load 
each  part  with  the  load  which  may  be  brought  upon  any 
one  part;  and  if  we  consider  the  density  of  the  whole  load 
to  equal  the  maximum  density  at  any  point,  any  other  case 
can  only  produce  a  less  strain. 

ISTo  comparison  is  made  between  the  different  systems 
which  are  given,  many  of  them  for  the  first  time,  since 
practical  details  of  construction  affect  the  theoretical  economy, 
and  to  fully  consider  these  would  be  beyond  the  scope  of 
the  present  volume;  there  are  many  cases,  however,  where 
the  practical  difficulties  may  be  ignored,  since  they  are  so 
nearly  equal  and  a  comparison  readily  made.  The  changes 
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in  the  form  of  a  truss  caused  by  a  want  of  rigidity,  or 
temperature,  will  not  affect  the  values  of  the  formulae.  The 
discussion  of  the  strains  affecting  drawbridges,  leading  directly 
to  the  subject  of  cantilever  trusses,  which  includes  continu- 
ous trusses,  the  Sedley  system,  and  many  other-  important 
fonns,  for  which  we  have  no  practical  formulae,  must,  with 
the  subject  of  arched  trusses,  be  reserved  for  a  future  volume. 

S.  H.  S. 
NEW  YORK.  January,  1878 
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THE  STRENGTH  OF  BRIDGES  AND  ROOFS. 


CHAPTER  L 

1.  Truss. — The  term  Truss  is  generally  applied  in 
Engineering  to   a  frame  work  constructed  to  transfer 
its  own  weight  and  a  weight  imposed  upon  it  to  the 
supports   or  abutments  on  which  it  rests,  and  whose 
members  are  subject  to  longitudinal  strains  only. 

2.  strains. — The  strains  affecting  a  truss  are  of  but 
two   kinds;    compression   or  thrusting,   and  tension   or 
pulling. 

3.  Chords. — A  chord  is  the  outer  longitudinal  con- 
tinuous member  of  a  truss.     There  are  two  chords  in 
a  truss ;  an  upper  and  a  lower  chord. 

4.  Braces. — Braces  are  the  members  of  a  truss  con- 
necting the  chords. 

5.  Ties. — Ties  are  those  braces  which  are  subject  to 
tension. 

6.  struts. — Struts  are  those  braces  which  are  subject 
to  compression. 

7.  Panels. — The  term  panel  is  now  generally  applied 
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to  the  divisions  of  the  truss  which  are  formed  by  ihe 
vertical  braces,  or  by  the  intersections  of  the  braces  with 
the  chords. 

The  investigation  of  strains  in  trusses  may  be  based 
upon  the  three  following  laws,  given  and  demonstrated 
in  elementary  works  on  Mechanics: 

8.  The  L,evcr. — If  a  weight  be  borne  by  a  beam  or 
truss,  resting  at  its  extremities  upon  two  supports,  these 
•supports  may  be  considered  as  reacting  with  two  upward 
pressures,  whose  sum  is  equal  to  the  weight;  and  Ili< 
weight  borne  by  either  support,  or  the  reaction  of  either 
support,  is  to  the  whole  weight  as  the  distance  from  the 
centre  of  gravity  of  the  weight  to  the  oilier  support,  is  to 
the  wlwle  length  of  tlie  beam  or  truss. 


w 

0 

/0/fT:'/. 

!s| 

<—  m,  —  x-  n  > 

Is 

Thus,  let  W,  Fig.  1,  represent  the  weight  borne  by 
the  beam  or  truss,  S  and  S'  the  reactions  of  the  sup- 
ports, m  and  n  the  distances  of  the  weight  from  the 
supports,  and  I  the  length  of  the  beam  or  truss  which 
equals  m  -f-  n ;    then,  by  this  law, 
S  +  S'  =  W 
S'  :  W  : :  m  :  I 
Wm 


.-.  S'  = 


(1) 


or,  the  reaction  of  one  abutment  or  support  is  equal  to  tfi& 
whrle  weight,  divided  by  the  length  of  the  be:iw,  and  mid- 
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tiplied  ~by  the  distance  of  its  centre  of  gravity  from  the 
other  support. 

This  principle  of  the  lever  cannot  be  affected  by  any 
shape  of  the  beam  or  by  any  bracing  within  a  truss. 

Ex.— Let  W  =  12  tons,  n  =  6  feet,  and m=  3  feet ; 


12X6 

/.  b  =  =    ,.  ,  o  =  8  tons, 


12X3 
o    —   '  —  4  tons. 


and 


9.  Resolution  of  Forces. — If  three  forces  acting  at 
one  point  balance  ;  three  lines  parallel  to  their  directions 
will  form  a  triangle  whose  sides  will  ~be  proportional  to 
the  forces. 


Fig.  2. 

Let  the  lines  B,  C  and  D,  represent  three  forces, 
cither  pulling  or  thrusting,  and  balancing  each  other  at 
A.  Draw  EF  parallel  to  C  to  any  scale,  and  through 
E  and  F,  draw  EG  and  FG  parallel  to  B  and  D. 
Then  the  length  of  the  sides  EF,  FG,  and  EG  are 
proportional  to  the  amounts  of  the  forces,  C,  B  and  D. 
Again,  if  C  be  a  force  acting  at  A  whose  amount  and 
direction  are  represented  by  the  line  EF ;  EG  will  rep- 
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resent  its  horizontal  component,  or  force  in  a  horizon- 
tal direction,  and  FG  its  vertical  component  or  force- 
in  a  vertical  direction  ;  or  a  force  may  be  resolved  into 
two  components,  acting  in  the  lines  of  and  equal  to  the- 
two  forces  which  keep  it  in  equilibrium. 

Hence,  it  is  evident  that  if  we  know  either  the  verti- 
cal or  horizontal  component  of  an  inclined  force  and  its 
inclination,  we  may  determine  its  amount  and  its  oth<-r 
component;  or  if  the  force  and  its  inclination  be  known, 
its  horizontal  and  vertical  components  may  be  readily 
found ;  for  in  either  case  we  have  the  angles  and  one- 
side  of  a  right-angled  triangle. 

If  three  members  of  a  truss  or  frame  meet  as  at  A, 
Fig.  2,  the  strains  to  which  they  all  are  subject  are  of 
the  same  character,  either  all  compression  or  all  tension. 
If  two  of  the  three  members  of  a  truss  meeting  at  one 
point  are  on  the  same  side  of  the  line  of  the  third,  they 
are  subject  to  different  strains :  the  outer  members,  or 
those  which  make  the  greater  angle  with  each  other,  hav- 
ing the  same  kind  of  strain,  and  the  interior  member 

O  i 

the  opposite  strain. 

Thus,  in  Fig.  3,  if  B  be  subject  to  tension,  C  is  likewise 
B  B 


Fig.  3. 

subject  to  tension  and  D  to  compression,  and  if  I)  bo 
subject  to  tension,  B  and  C  are  subject  to  compression. 
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10.  The  Equality  of  moments — The  moments  of  the 
forces  or  strains  acting  upon  a  body  in  equilibrium 
which  tend  to  turn  it  in  one  direction  about  a  certain 
point  are  equal  to  the  moments  of  the  forces  or  strains 
ivhich  tend  to  turn  it  in  the  opposite  direction ;  the  forces 
and  the  point  being  in  the  same  plane, 

The  moment  of  a  force  at  any  point  is  its  amount 
multiplied  by  its  distance  at  right  angles  to  its  direction 
from  the  point  about  which  the  moments  are  taken.  A 
force  whose  line  of  direction  passes  through  a  point 
Lbout  which  moments  are  taken  has  no  moment  at  that 
point. 

In  Fig.  (1),  taking  moments  about  the  left  support, 
we  have  W,  the  force  acting  downward  multiplied  by  772, 
its  perpendicular  distance,  for  the  moment  of  the  weight 
in  one  direction ;  and  S',  the  reaction  of  the  right  sup- 
port acting  upwards,  multiplied  by  £,  its  perpendicular 
distance,  for  the  moment  of  the  force  in  the  opposite 
direction:  S  having  no  moment.  Hence  this  equation 
may  be  formed, 

Wm  =  S7, 
and 

Wm 


S'  = 


I 

as  before. 


ti. — In  trusses,  each  member  may  represent  the  line 
of  some  force  or  strain,  and  to  take  moments  with  accu- 
racy, it  is  necessary  to  select  a  point  in  a  vertical  section 
cutting  only  one  member  of  the  truss  whose  line  of 
direction  does  not  pass  through  the  point. 
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Thus,  in  Fig.  4,  the  moments  may  be  taken  around 
It  in  the  vertical  section  db,  to  determine  the  strain  in 
cJ ;  because  the  strains  in  db  and  al>  passing  through 


fr,  have  no  moment,  and  consequently  do  not  enter  t In- 
equation. But  if  the  moments  be  taken  around  e  be- 
tween &  and  y,  the  vertical  section  will  cut  df  and  </;/, 
and  the  two  unknown  strains  contained  in  them  will 
enter  the  equation  and  render  it  indeterminable. 
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CHAPTER  II. 

CASE    L A    SIMPLE   TRUSS    SUPPORTED   AT    THE   i:XDS,    AND 

LOADED    AT   THE   CENTRE    ONLY. 

A  B    C    D  EaFaG&ILjI    K 


|  L    M   N  O    P      Q    e  R  {S  gT  hU  V 

^  _--,_—  <£L 


Fig.  5. 

12. — Let  w  =  the  weight  u[>on  the  centre, 
I  =  the  length  of  the  truss, 

X. 

cl  =  the  depth  of  the  truss  from  centre  to 

centre  of  the  chords, 

x  and  xf  =  horizontal  distances  from  one  abutment 

to  the  vertical  braces  or  ends  cf  a  panel. 

H  and  H'  =  horizontal  strains  in  either  chord  at  the 

points  x  and  a/, 
V  =  vertical  strains,  which  affect  the  brae;  s 

only. 

The  strains  caused  by  any  load  in  the  upper  chord 

of  a  truss  of  a  single  span  can  evidently  be  compression 

only,  while  those  in  the  lower  chord  can  be  tension  only. 

13.   The  Horizontal  Strain. — In  this  case  the  weight 

borne   by   either   abutment   or   the   reaction    of  either 

w 

abutment  is  evidently  -^-.     The  segment  to  the  right  of 

a  vertical  section  through  bf,  for  example,  is  kept   in 


;    0\ 


equilibrium  by  the  reaction  of  the  right  abutment  and 
the  strains  at  b  andyi 

Taking  moments  around  f  distant  x  from  the  right 

abutment,  we  have  the  reaction  of  the  abutment,  —  ,multi- 

m 
If  "If* 

plied  by  a:,  or  -^-,  for  the  moment  in  one  direction  ;  and 

in  the  opposite  direction  we  have  only  the  strain  H  at  &, 
which,  multiplied  by  its  distance,  c/,  gives  the  moment 

II  /. 

f  , 


14.  —  In  Eq.  (2)  H  varies  directly  as  x,  and  is  great- 
est, when  x  is  greatest,  that  is,  when  it  is  equal  to  -^  ; 

at  the  abutment  becomes  zero,  and  varies  at  any  point 
directly  as  the  weight  and  inversely  as  the  depth. 

15.  —  The  amount  of  horizontal  compression  at  the 
point  b,  shown  by  Eq.  (2),  is,  on  the  left,  the  strain  in  al  ; 
and  on  the  right  the  strain  in  be  and  the  horizontal  com- 
ponent of  the  strain  in  bg  ;  and  that  a  strain  exists  in 
the  latter  may  be  shown  as  follows:     Take  moment- 
similarly  around  17,  distant  xf  from  the  right  abutment 
and  we  obtain, 


for  the  compression  in  be;  less  than  the  compression  in 
<//;,  because  x'  is  less  than  x. 
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Subtracting  Eq.  (3)  from  Eq.  (2)  we  have, 

H  -  H'  =  £  (x  -  of),    .    .     (4) 

for  the  excess  of  compression  in  ab  over  that  in  .be. 
This  force  may  be  considered  as  the  sole  horizontal  force 
acting  at  6,  for  the  remainder  of  the  strain  or  the  thrust 
at  that  point  in  ab  balances  that  in  be.  We  have 
therefore  a  thrust,  H  —  H',  towards  b,  which  must  be 
balanced  by  the  strains  in  bf,  and  bg,  as  they  are  the 
only  members  meeting  at  b.  Therefore,  the  strain  in 
by  is  (9)  compression,  and  the  strain  in  bf  is  tension  ; 
and  the  horizontal  component  of  the  former  is  equal  to 
H  —  H',  the  horizontal  force  at  b,  and  its  vertical  com- 
ponent is  equal  to  the  strain  in  bf. 

16.  The  Vertical  Strain.  —  Let  the  length  of  the  strut 
bfj  represent  the  longitudinal  strain  to  which  it  is  subject  ; 
be  will  therefore  represent  its  horizontal  component,  or 
the  value  of  H  —  H',  and  /fits  vertical  component  or  the 
amount  of  tension  in  that  tie  ;  the  latter  may  then  be 
obtained  from  the  former  by  the  following  proportion  :  — 

w  w 

be  :  bf,  or  x  —  xf  :  d  :  :  -^-j  (%  —  #  )  :  -y 

Whence  V  =      ,     .....     (5) 


is  the  vertical  strain  in  bf&nd  the  vertical  component  of 
the  strain  in  bg  ;  and,  since  it  is  a  constant,  the  verti- 
cal strain  in  all  the  braces.  It  is  likewise  independent 
of  the  length  and  depth  of  the  truss,  and  is  equal  to  the 
reaction  of  the  abutment. 

17.  —  The  horizontal  component  o:  the  strain  in  the 
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struts,  ^j  (x  —  a?'),  is  a  constant,  if  the  length  of  the 
Zci 

panels,  x  —  xf  is  uniform  ;  but  unlike  the  vertical  strain 
is  affected  by  the  depth  of  the  truss  and  by  the  inclina- 
tion of  the  braces,  or  the  length  of  the  panels. 

i§.  —  The  longitudinal  strain  in  the  struts  is  readily 
determined  from  the  horizontal  or  vertical  component  : 
from  the  latter  as  follows  :  — 

fl  .  JM        qJL  .  w  M 
1  '  bg  '  '    2    •       2</ 

a  constant  if  the  struts  be  of  uniform  length. 

19.  —  The  tension  in  any  member  of  the  lower  chord 
is  determined  similarly  to  the  compression  in  the  upper 
chord.  Taking  moments  around  5,  we  have,  as  be-fore, 

TT--  — 
-  2<T 

for  the  tension  at/,  the  whole  of  which  is  contained  in 
/«7,  and  at  g  the  tension  is, 


H'  =  -y-ji  contained  in  gli. 

Their  difference  is  an  excess  of  tension  in  fg  whk-h 
gives  us  as  before,  tension  in  eg  and  compression  in  bg  ; 
the  amounts  of  which  can  be  determined  from  the  chan 

D 

in  the  amounts  of  strain  in  the  lower  chord  as  well  as 
from  those  in  the  upper  chord. 

Hence,  the  general  form  of  Eq.  (2)  gives,  in  the  case 
supposed,  the  horizontal  strains  in  the  upper  chord  on 
the  side  towards  the  centre  of  the  points  to  which  x  is 
measured,  and  in  the  lower  chord  on  the  abutment  side 
of  the  same  points,  and  x  may  be  measured  from  eiflr.  T 
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end  to  the  weight.      It  will  be  noticed  that  when  t he- 
upper  ends  of  the  braces  are  inclined  towards  the  weight 

o 

they  are  struts,  when  vertical,  ties. 

20. — EXAMPLE  :  Let  Fig.  5  represent  a  truss  sixty  feet 
long  and  five  feet  deep,  divided  into  twelve  panels  of 
uniform  length  and  supporting  a  weight  of  eighty  tons 
at  the  centre. 

Then,  w  =  80  tons, 

I  =  60  feet, 
d  =  5  feet. 

x  —  x'  —  5  feet,  a  panel  length. 
Length  of  struts  =  Vtf  +  5a  =  7.07. 

Whence  V  =  -y  =  40  tons,  tension  in  all  the  ties. 

w  (bg)          80  X  7.07 

2^  "  2x5        ~  ^.56  Tons,  compression  in  all 

the  struts. 

wx        80  x 
I  —  —  —  8  <r 

C>    /     ~  Cl  t      '  ' '  '•     \J    vU» 

The  different  values  of  x  or  distances  to  the  ends  of 
the  panels  are,  5,  10,  15,  20,  25,  30. 

In  the  following  table  the  first  line  gives  the  values 
of  9?,  the  second  line  the  amount  of  strain  in  tons,  and 
the  third  and  fourth  lines  the  chord  members  subjected 
to  the  strains  in  the  same  column : 


Values  of  x. 

5 

10 

15 

20 

25 

30 

Strains  in  Tons. 

40 

80 

120 

160 

200 

240 

Compression  in. 

A&K 

B&I 

C&II 

D&G 

E&F 

Tension  in. 

L&V 

M&U 

N&T 

O&S 

P&R 

Q 
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There  is  no  single  member  at  the  centre  which  takes 
nil  the  strain  in  the  upper  chord. 


CASE    II. A   SIMPLE   TRUSS    SUPPORTED  AT   THE   ENDS 

LOADED  AT  A  POINT   BETWEEN   THE   CENTRE  AND    ONE 
ABUTMENT. 

< m — x- -n- > 

ABC   D@fi  T  aGbH  cTh  K  L  M 


V\AAAA/V 


V   N    O    P  QeRf  SgT  U  W 
Fig.  6. 

21. — Let  w  =  the  weight  upon  the  truss, 
I  =  the  length  of  the  truss, 
d  =  the  depth  of  the  truss, 
x  =  the  distance  of  one  of  the  abutments 
to  any  one  of  the  vertical  braces  or  end 
of  a  panel, 

p  —  the  horizontal  length  of  a  panel, 
m  =  the  distance  of  the  weight  from  the 

left  abutment, 
n  ~  the  distance  of  the  weight  from  the 

right  abutment, 
H  and  H'  =•  the  horizontal  strains  in  the  chords, 

V  =  the  vertical  strain. 
By  the  principles  of  the  lever  (8),  the  reaction  of  tho 

IJOfTL 

right  abutment  is  — j —     The  segment  to  the  right  of  a 

vertical  section  through  any  panel  end  6,  is  held  in  equi- 
librium by  the  reaction  of  the  right  abutment  and  the 
strains  at  b  and/.  Taking  moments  around /,  distant  x 
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from  the  right  abutment,  we  obtain,  by  the  same  reason- 
ing as  in  the  previous  case, 

wmx 


for  the  horizontal  strain  at  6,  or  the  amount  of  compres- 
sion in  be.  The  value  of  H  in  this  equation  varies 
directly  us  x,  and  is  greatest  when  x  is  greatest  or  equal 
to  ?i,  that  is  under  the  weight.  If  the  moments  to  the 
left  of  w  and  the  reaction  of  the  left  abutment  be  taken 
we  shall  have, 

TT    _   .     WnX  /7, 

-dp  •  •  •  •  <'> 

os  being  measured  from  the  left  abutment.  These  equa- 
tions' also  give  the  tension  in  the  lower  chord.  If  an- 
other point  be  taken  in  the  section  through  cr/,  one 
panel  length  nearer  the  abutment,  we  shall  have, 

_  wm(x  —  p) 

~dl  --  '     '     '     '    <8> 

A  value  evidently  less  than  the  value  of  H  in  Eq. 
(6),  shoAving  that  there  is  in  be  an  excess  of  compres- 
sion over  the  amount  in  ch.  This  excess  may,  as  in  the 
previous  case  (15),  be  considered  as  the  sole  horizontal 
force  at  c,  and  is  equal  to  the  horizontal  component  of 
the  strain  in  c/J  which  strain  is  (9)  tension.  The  strain 
In  eg  is  consequently  compression  and  is  equal  to  the 
vertical  component  of  the  strain  in  cf. 

Subtracting   Eq.  (8),  from  Eq.  (6),  we  have, 

H-H'  =  ^    .         .    (0) 

for  the  horizontal  component  of  the  strain  in  the  tie  cf, 
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and  as  it  is  a  constant  and  independent  of  any  value  of 
#,  for  the  horizontal  component  of  the  strain  in  any  tie 
between  the  weight  and  the  right  abutment.  Similarly, 


,,     is  the  horizontal  component  of  the  strain  in  the  ties 

between  the  weight  and  the  left  abutment. 

22.  Vertical  strain. — The  vertical  component  may  be 
obtained  from  the  horizontal  component  of  the  strain  in 
the  ties  to  the  right  of  the  weight,  by  the  proportion 
used  before : 

wmp    wm 
*  dl         I 

wm 
Whence,  V  =  -j-; (10) 

is  the  vertical  component  of  the  strain  in  each  of  the  ties, 
and  the  total  compression  in  each  of  the  struts  in  the 
right  segment ; 


And  similarly,  V  =  -j- (11) 

is  the  vertical  component  of  the  strain  in  each  of  the  ties 
and  the  total  compression  in  each  of  the  struts  in  the 
left  segment. 

23. — Hence  we  obtain  this  law,  equally  applicable  to 
the  previous  case :  The  vertical  strain  in  either  segment 
of  a  truss  loaded  at  one  point  only  is  equal  to  the  reaction 
of  the  abutment  on  which  the  segment  rests. 

24.  Longitudinal  Strain, — The  longitudinal  strain  in 
the  inclined  braces  may  be,  as  before,  obtained  from  this 
proportion ;  as  the  depth  of  the  truss  is  to  the  length  of 
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the  brace,  so  is  the  vertical  reaction  of  the  abutment  to 
the  strain ;  or, 

wm    win  (be) 

/"/'/1/2**  "     _ * 

Uj  •  U6  •  •       j       •  ~         77 } 
I  dl 

the  tension  in  the  ties  to  the  right  of  the  weight.  And 
similarly  the  tension  in  the  ties  to  the  left  of  the  weight 
may  be  found. 

25. — EXAMPLE:    Let  Fig.  6  represent  a  truss  sixty 
feet  long  and  four  feet  deep,  divided  into  twelve  panels 
of  uniform  length  and  supporting  a  load  of  sixty  tons  at 
the  distance  of  twenty  feet  from  the  left  abutment. 
Here  —  w  =  GO  Tons, 
I  =  GO  Feet, 
d=    4      " 
m  =  20      " 
n  =  40      " 


TT  — 


wmx       f>0  X  20  X  x 


=  5  x. 


dl  4  X  60 

Substituting  the  different  values  of  x  or  the  distances 
from  the  right  abutment  to  the  panel  ends,  we  obtain  the 
following  strains  in  the  right  segment.  This  table  is 
arranged  as  was  the  previous  one. 


Values  of  x. 

5 

10 

15 

20 

25 

30 

35 

4C 

Strains  in  Tons. 

25 

50 

75 

100 

125 

150 

175 

200 

Compression  in. 

M 

L 

K 

I 

H 

G 

F 

E 

Tension  in. 

W 

V 

U 

T 

S 

R 

Q 

For  the  left  segment, 


n 

ivnx 


« 

dl 


~  ~r 

4X60 


__     n 

-    -L  \J   JL+ 
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substituting  the  different  values  of  x,  or  the  distances 
from  the  left  abutments  to  the  panel  ends,  we  have  the 


following: — 


Value  of  x. 

5 

10 

15 

20 

Strains  in  Tons. 

50 

100 

150 

200 

.Compression  in. 

A 

B 

C 

D 

Tension  in. 

N 

O 

P 

The  length  of  the  ties  is  V  4"  +  5'  —  6.4  feet, 


32  tons. 


77 
dl 


The  tension  in  each  of  the  ties  between  the  weiht  and 


the  right  abutment. 


And 


wn(GA) 

—A — L  =  64  tons. 
dl 


The  tension  in  each  of  the  ties  between  the  weight  and 
the  left  abutment. 


wm 


I 


=  20  tons, 


Compression  in  each  of  the  struts  to  the  right  of  the 

weight, 

vm 

-j-  =  40  tons, 

Compression  in  each  of  the  struts  to  the  left  of  the 
weight.  The  strut  immediately  under  the  weight  is 
subject  to  both  amounts  or  60  tons  compression. 

28.  —  If  x  in  Eq.  (6)  be  made  equal  to  n  or  in  Eq.  (7) 
equal  to  m,  we  have  in  either  case, 
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for  the  horizontal  strain  under  the  weight  ;  and  if  x  in 
Eq.  (2)  be  made  equal  to  -^-  we  have 


=..:.  da) 


Fig.  7. 

In  Fig.  7.  upon  ab,  made  equal  to  I,  describe  a  sem- 

•icircle  with  a  radius  equal  to  —  ;  then  the  vertical  cd  will 

z 

be  a  mean  proportional  between  m  and  w,  or 

m  :  cd  ::  cd  :  n 
Whence  mn  —  (cd)* 

Consequently,  in  a  truss,  loaded  with  a  single  weight, 
if  the  weight  be  placed  at  different  points,  the  horizontal 
strains  resulting  therefrom  under  the  load,  are  to  each  other 
as  the  squares  of  the  vertical  distances  at  the  points  where 
the  iveight  is  placed,  between  a  horizontal  line  equal  in 
length  to  the  truss  and  a  semicircle  inscribed  thereon  with 
a  radius  equal  to  half  the  length  of  the  truss. 

27. — The  horizontal  strain  in  either  of  the  above  cases 
between  the  weight  and  the  abutment  decreases  at  the 
panel  ends  in  uniform  quantities,  and  at  these  points 
passes  through  the  inclined  braces  from  one  chord  to  the 
other  where  it  neutralizes  an  equal  amount  of  the  oppo- 
site strain;  or  the  braces  contain  all  the  vertical  strain 
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and  an  amount  of  horizontal  strain  equal  to  the  total 
strain  in  one  chord. 

In  the  first  example  above,  the  compression  passes 
clown  the  struts  to  the  lower  chord ;  in  the  second,  the 
tension  passes  up  the  ties  to  the  upper  chord ;  hence,  in 
a  truss  there  is  no  neutral  axis  or  line  in  which  no  hori- 
zontal force  exists. 


CASE   III. — A   TRUSS    UNIFORMLY  LOADED   THROUGHOUT   ITS 

LENGTH. 


A     B 


D      E        F      G      H      I      K 


M 


IP      IP 

f    g 

Fig.  8. 


28. — Let  w  =  the  whole  weight  upon  the  truss. 
I  =  the  length  of  the  truss, 
d  =  the  depth  of  the  truss, 
x  =  the  distance  to  the  end  of  a  panel  from 

one  abutment. 
p  =  the  length  of  a  panel. 
u  •--=•  the  distance  from  the  same  abutment 
from  which  x  is   measured,   equal   to 

x  —  — -,  being  the  distance  to  the  cen- 
ft 

tre  of  a  panel. 
H  =  the  horizontal  strain. 
V  =  the  vertical  strain. 
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In  a  truss  the  load  is  to  be  considered  as  concen- 
trated at  the  ends  of  the  panels,  for  it  is  at  these  points 
that  the  connections  are  made  between  the  truss  arid  the 
members  of  the  bridge  which  receive  the  load.  A  half 
panel  load  is  therefore  borne  by  either  abutment. 

29.  Horizontal  Strain.  —  The  weight  upon  either  abut- 

10 
ment  is  -^-.     The  segment  to  the  right  of  any  vertical 

25 

section,  HA,  is  held  in  equilibrium  by  the  reaction  of 
the  right  abutment,  the  load  on  hm.  and  the  strains  at 
H  and  b.  Taking  moments  around  h  distant  x  from  the 
right  abutment,  we  have  tlie  moment  of  the  right  abut- 

"WX 

merit,  equal  to  -^-,  in  one  direction,  and  the  load  on  the 

<u 

segment  to  the  right  of  HA  multiplied  by  the  distance 
of  its  centre  of  gravity  from  A,  for  the  moment  in  the 
opposite  direction  ;  their  difference  is  the  horizontal 
strain  at  H  multiplied  by  its  distance  d. 

The  moment  of  the  load  on  x  may  be  found  as  follows  : 
The  weight  coming  directly  upon  the  abutment  is  half  a 

panel  load,  -~4-,  its  moment  is  therefore  -4j-;  the  weight 

—  <j  At/ 

upon  A  has  no  moment,  and  the  weight  upon  the  remain- 

w 

der  of  the  segment  is  evidently  -y  multiplied  by  x  —  p, 

I 

IT 

and  the  distance  of  its  centre  of  gravity  is  —  ;  whence  its 

& 

.    w  .  .  x       wx*         wpx 

moment  is  y  (x  —  p)  —  =  -^-  ---  ^-,  or  the  moment 


f  ,  i        ,    ,    ,      -,          .    wx        ivpx    .    ivpx      ivx 
oi  the  whole  load  on  x  is  --  -  —  ~f~  +  —  L  —  =  -  ;  we 

21          n    ^21          21  ' 
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i-aii  therefore  form,  for  the  horizontal  strain,  the  follow- 
ing equation:  — 

WX  WX* 


Whence  H  =  ™  -  (14) 

v     ' 


(The  half  panel  load  resting  directly  upon  the  abut- 
ment has  been  generally  disregarded  in  calculating  the 
strains  in  trusses  as  it  does  not  affect  the  results ;  but  it 
has  here  been  introduced  because  the  equations  are  ren- 
dered simpler,  and  w  represents  thereby  the  whole  load 
upon  the  truss). 

Eq.  (14)  gives  the  compression  in  members  of  the 
upper  chord,  in  the  form  of  truss  shown  on  the  centre 
side  of  the  panel  end  to  which  x  is  measured  and  the 
tension  in  the  lower  chord  members  on  the  abutment 
side  of  the  same  point,  and  is  not  confined  as  in  the  last 
preceding  case  to  points  between  the  centre  of  gravity 
of  the  load  and  the  abutment,  but  is  true  for  any  value 
of  a?,  which  may  be  measured  from  either  end. 

Differentiating  Eq.  (14),  we  shall  find  that  H  attains 

its  maximum  value  when  x  =  — ,  or  at  the  centre;  where, 

substituting  --  for  #,  we  have, 
A 


Comparing  this  with  Eq.  (1 3)  we  see,  that  the  horizontal 
strain  at  the  centre  of  a  uniformly  loaded  truss  is  one 
halfirJtat  it  wndd  be  if  the  same  load  were  concentrated 
at  the  centre. 
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At  the  abutment  H  becomes  zero. 

so. — EXAMPLE:  Let  Fig.  8  represent  a  truss  110 
feet  long,  12.5  feet  deep,  divided  into  eleven  panels  of 
uniform  length,  loaded  on  the  lower  chord  with  a  load 
of  one  and  a  half  tons  per  running  foot,  or  a  total  lead 

of  165  tons. 

Here  I  =  110  feet, 

d  =  12.5    " 

w  =  165  tons. 

Substituting  the  values  of  these  constants  in  Eq.  (14), 
we  have, 


•"•         0,7         0,77        e 


165  x 


165  x* 


—  .06 


2dl     2x12.5     2X12.5X110 
Whence  the  horizontal  strains  in  the  chords  are  as  fol- 
lows:— 


Values  of  x 

10  or  100 

20  or  90 

33  or  80 

40  or  70 

50  or  60 

Strains  in  Tons. 

60 

108 

144 

168 

180 

Compression  in. 

KL&BC 

IK  &  CD 

HI&DE 

GH&EF 

FU 

1  Tension  in. 

lm  &  db 

kl  &  be 

ik  &  cd 

hi  &  de 

ef,fg&gh 

31. — Eq.  14,  is  the  equation  of  a  segment  of  a  para- 
bola whose  diameter  is  equal  to  --  referred  to  rectangu- 

£i 

lar  axes,  whose  origin  is  at  the  intersection  of  the  diam- 
eter with  the  curve. 

Let  AX  and  AY,  Fig  9,  represent  the  axes,  H  be- 
ing measured  on  AX  and  x  on  AY.  Make  x  =  0,  and 
H  become  zero,  or  the  curve  passes  through  the  origin 
A ;  make  x  =  I  its  maximum  value  and  ajrain  H  =  0 


A    THEATIJE    ON 


or  the  curve  intersects  AY  at  the  distance  I  from  A  ; 

I  wl 

make  x  =  —y-  and  H  ==  TT-V,  its  maximum  value  at  the 


Fur.  9. 


vertex  of  the  curve;  and  at  any  point  the  distance  be- 
tween AY  and  the  curve  represents  the  strain  in  the 
truss  at  that  distance  from  the  abutment ;  practically  this 
may  be  done  as  follows  : — 


Let  AB,  Fig.  10,  be  equal  to  Z,  the  length  of  the 
truss,  and  upon  its  centre,  C,  erect  a  perpendicular  whose 

7/7  J 

height  is  equal  to  -^-r,  by  any  scale.    Then  through  ADB 

'Construct  a  parabola,  and  the  length  of  any  vertical  be- 
tween AB  and  ADB  by  the  same  scale  will  give  the 
horizontal  strain  in  either  chord  at  the  distance  from 
either  abutment  that  the  vertical  is  from  A  or  B. 
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32.    The   Vertical   Strain. — Taking  Eq.   (14), 

wx       wx* 


2d 

at  the  end  of  any  panel  distant  x  from  the  abutment,  the 
horizontal  strain  at  the  next  panel  end  towards  the  abut- 
ment is,  since  the  distance  is  x  —  p, 

TT/  __  w  (x  —  P)       w(x  —  PY 

_L1.     —  ~i   T ~" 


Subtracting  Eq.  (16)  from  Eq.  (14)  we  have, 

TJ/       wx       w(x  —  p)       tux"       w  (x — pY 

~^T 9J 1TT7+ 

Z(.V  fctt 


wp  wp  ,         p . 

•»•  -*•  Irp    -*•    _\ 

—  "  o  7 77  V"0         T»  ii 

v/7  fl  I  "                v   ' 

ZiCt'  Ct/t/                         — 


P 

and  since  x -~  = 


2/7          r/7  '  x     ' 

&Uj  \AJ(J 

The  excess  of  horizontal  strain  in  the  upper  chord 
thrusting  towards  the  abutment  beyond  that  thrusting 
towards  the  centre  and  which  (9)  consequently  causes  in 
a  truss  of  this  form  compression  in  the  inclined  and  ten- 
sion in  the  vertical  braces.  It  is  therefore  at  any  point 
equal  to  the  horizontal  component  of  the  strain  in  the 
strut  at  the  same  point,  whose  vertical  component  is 
equal  to  the  tension  in  the  tie  which  meets  it  at  the  up- 
per chord.  This  vertical  strain  can,  as  before,  be  ob- 
tained from  the  proportion, 

wp       wpw  €    10       wu 


P  : 


2         I 


„  __  w       wu 


A   TREATISE   ON 


Whence — The  vertical  strain  at  any  point  in  a  uni- 
formly loaded  truss  is  equal  to  the  weight  borne  by  one 
abutment,  less  the  weight  between  that  point  and  the  abut- 
ment :  the  point  being  measured  from  the  nearest  abut- 
ment. Eq.  (18)  varies  inversely  with  the  different  val- 

/  n « 

ues  of  u,  being  zero  when  u  =  —  or  at  the  centre,  and  - 

—  £ 

when  u  =  0,  or  at  the  abutment. 

Substituting  the  values  of  the  constants  in  the  above 
example,  Eq.  (18)  becomes, 

V  =  82.5  --  15.  «, 

and  the  different  values  of  u   are,  5,  15,  25,  35,  45, 
whence  we  obtain  the  following  table: — 


Values  of  u. 

5 

15 

25 

35 

45 

Strains  in  Tons. 

75 

60 

45 

30 

15 

Tension  in. 

Bb&Ll 

Cc&Kk 

Dd&Ii 

Ee&Hh 

Ff  &Gg 

When  u  =  55,  V  =  0,  or  there  is  no  strain  at  the 
centre. 

33.  Longitudinal  Strains  in  the  Struts. — The  longitu- 
dinal strain  in  any  strut  is  the  vertical  strain  divided  by 
the  depth  of  the  truss  and  multiplied  by  the  length  of 
the  strut.  Performing  this  operation  with  Eq.  (18)  we 
have,  since  the  length  of  a  strut  is  16  feet, 

L  =  105.6  —  1.92  u (19) 

whence  we  can  form  the  following  table  of  compression 
in  the  struts : 
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Values  of  u. 

5 

15 

25 

35 

45 

Strains  in  Tons. 

93 

76.8 

57.6 

38.4 

19.2 

Compression  in. 

Lm  &  Ba 

Kl&Cb 

Ik&Dc 

Hi&Ed 

Gh&Fe 

34. — In  Fig.  8,  at  the  centre,  there  is.  as  is  shown  by 
the  Eq.  (18),  no  vertical  strain ;  then  taking  the  weight 
on  the  next  panel  point  g,  15  tons,  we  find  it  produces 
a  tension  equal  to  its  amount  in  Gg,  and  a  vertical 
strain,  or  vertical  component  of  a  strain,  of  the  same 
amount  in  Gh ;  there  the  weight  on  the  next  panel  point, 
h,  is  added  to  it,  and  the  vertical  strain  in  Hh  and  also 
in  Hi,  is  equal  to  the  sum  of  the  two  weights,  and  so  on 
to  the  end  of  the  truss. 

Now,  suppose  the  load  to  be  placed  on  the  upper 
chord ;  then  the  weight  would  be  at  G,  and  there  would 
be  no  strain  in  Gg ;  but  the  vertical  strain,  or  the  ver- 
tical component  of  the  strain  in  Gh,  would  be  the  same 
as  the  weight  on  G.  and  would  equal  the  tension  in  Hh. 


c        d 
Fig.  11. 

If  the  braces  were  inclined  the  opposite  way,  as  in 
Fig.  11,  representing  a  panel  to  the  right  of  the  centre, 
and  the  load  upon  the  lower  chord,  there  would  be  no 
strain  upon  «c,  but  the  vertical  strain  in  cb  would  equal 
that  in  bd ;  if  the  load  was  upon  the  upper  chord,  the 
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vertical  strain  in  ac  would  equal  that  in  l>c ;  or,  in  any 
case,  the  vertical  strain  is  constant  in  the  braces  betiveen 
the  weights.  The  vertical  strain,  or  the  vertical  com- 
ponent of  the  strain,  in  the  inclined  braces  remains  the 
same,  whether  the  truss  be  loaded  upon  the  upper  or 
upon  the  lower  chord,  and  whatever  may  be  the  inclina- 
tion of  the  brace. 

35. — Therefore,  Eq.  (18)  gives  the  vertical  strain,  or 
the  vertical  component  of  the  strain,  in  the  inclined  brace, 
tvhose  centre  is  distant  u  from  the  abutment,  and  the  ver- 
tical or  total  strain  in  the  vertical  brace  attached  to  the 
unloaded  end  of  the  inclined  brace. 

36. — At  the  centre,  as  stated  before,  there  is  no  ver- 
tical strain ;  or,  the  vertical  strain  on  either  side  of  the 
centre  of  a  uniformly  loaded  truss,  passes  to  the  abut- 
ment on  that  side,  and  if  u  in  Eq.  (18)  be  made  greater 

I 
than  -y-,  V  will  have  a  minus  value,  whence  this  rule: 

In  a  vertical  equation,  when  V  has  a  plus  value,  the  ver- 
tical strain  given  thereby  is  passing  to  the  abutment  from 
which  u  is  measured,  when  a  minus  value,  to  the  opposite 
abutment 

37.— Eq.  (18.) 

_  w wu 

v  :i~  ~r 

is  the  equation  of  a  straight  line  referred  to  rectangular 
axes.  Let  AX,  Fig.  12,  on  which  u  is  measured,  and 

AY   on   which   the  values  of   V  are   measured,  repre- 

10 
sent  the  axes;  when  u  =  0,   then  V  —  -„;    and  make 
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ID  I 

AB  to  any  scale  equal  to  -&  when  w   =  —     V   =    0, 

therefore,  lay  off  AC  on  AX  equal  to  ^-,  AD  equal  to  I. 

Draw  DE  parallel  and  equal  to  AB  and  join  BE.     On 
AD,  at  the  distances  from  A  represented  by  the  values 


B 


\ 


\ 


\ 


\ 


\ 


E 


Fig.  12. 

of  ?/,  erect  perpendiculars  meeting  the  line  BE,  the 
lengths  of  these  lines  will  give,  by  the  same  scale  by 
which  AB  was  measured,  the  values  of  V  at  the  differ- 
ent points.  The  lines  above  AB  showing  the  strains 
passing  to  the  lert  abutment,  those  below,  the  strains 
passing  to  the  right  abutment. 

38. — The  horizontal  and  vertical  equations  given 
above  show,  that  where  the  horizontal  strain  is  greatest 
there  is  no  vertical  strain,  and  where  the  vertical  strain 
i  g.  eat33t  the  horizontal  strain  is  least. 
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CASE  IV.— A  TRUSS  LOADED  FROM  ONE  ABUTMENT  ONLY  A 
PORTION  OF  THE  LENGTH 


39. — Let  iv  =  the  whole  weight  upon  the  truss  uni 
formly  distributed,  extending  from 
one  abutment  a  distance  equal  to 
2  ra., 

I  =  the  length  of  the  truss, 
d  =  the  depth  " 

p  =  the  length  of  a  panel, 
m  —  the  distance  of  the  centre  of  gravity 
of  the  load  from,  the  loaded  abut- 
ment, 

n  —  the  distance  of  the  centre  of  gravity 
of  the  load  from  the  unloaded  abut- 
ment, 

y  =  the  length  of  the  unloaded  part, 
x  =  the  distance  of  any  panel  end  from 

the  unloaded  abutment, 
H  =  the  horizontal  strain, 
V  =  the  vertical  strain, 
L  =  the  longitudinal  inclined  brace  strain. 

40.  Horizontal  Strain  in  the  Unloaded  Part. — By  the 

win 
principles  of  the  lever,  (8),  —j-  is  the  reaction  of  the 

right  abutment,  and  the  segment  to  the  right  of  aivv 
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vertical  section  at  a  panel  end,  gk,  in  the  unloaded  part, 
is  held  in  equilibrium  by  the  reaction  of  the  abutment, 
and  the  strains  at  g  and  k.  Taking  moments  around  k 
distant  x  from  the  unloaded  abutment,  we  have, 

H  -  wmx  (20) 

dl  '  (     ' 

for  the  strain  at  g,  or  similar  to  the  strain  in  the  case  of 
the  truss  loaded  at  one  point  only,  (21).  In  the  lower 
chord  the  tension  at  k  is  evidently  the  same. 

41.  Vertical  Strain  in   the  Unloaded  Part.  —  The  ver- 


tical  strain  is  also  plainly  —  —  or  the  reaction  of  the  un- 

loaded abutment,  as  in  the  similar  case,  (21). 

42.  —  In  the  above  operations  w  expresses  the  weight 
of  the  load  upon  the  truss.  It  is  more  convenient  and 
sometimes  necessary  that  the  equation  should  express 
the  weight  of  a  full  lead  of  uniform  density  with  the 
partial  load. 

Let  ivf  =  the  weight  of  a  full  uniform  load  of  equal 


w' 


density  with  the  partial  load.     Then  w  =  ~j~(l — y}  and 

I — y  wtn       w'(l — yY 

m  --    -£-,  and  .-.  -y  =  -  -^- 

43.  Horizontal  Strain  in  the  Loaded  Part. — The  seg- 
ment to  the  right  of  any  panel  end,  Ic,  in  the  loaded 
part  is  held  in  equilibrium  by  the  reaction  of  the  right 

abutment,  the  load  on  x — y,  which  is  j-(x — 2/)'anc^  ^e 
si  rains  at  b  and  c.     Taking  moments  around  c  distant 
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'JC——'U 

x  from  the  right  abutment,  we  have  there-fore, 

being  the  distance  from  c  of  the  centre  of  gravity  of  the 
load  on  x  —  y, 


'l—x 


v/(l-yYx 


is  the  compression  in  the  upper  chord  at  b. 

The  same  result  may  be  obtained  for  the  tension  in 
the  lower  chord,  at  c. 

At  a  point  one  panel  length  nearer  the  right  abut- 
ment, 

lv^l-yY(x-p)       w'(x-p-yY 
~2dT  ~2dT 

44.  Vertical  Strain  in  the  Loaded  Part.  —  The  vertical 
strain  may  be  obtained,  as  in  the  previous  cases,  from 
the  difference  in  the  horizontal  strains  at  the  different 
ends  of  the  same  panel.  Subtracting  Eq.  (22)  from 
Eq.  (21)  we  have, 


And 


H    H'- 

dl 


P 

And  since  x  —  «"  =  u 


-    (23) 


mttf  u 

In  this  equation,  the  less  u—y  becomes,  the  greater  is 
the  value  of  V,  and  the  latter  is  greatest  when  u—y  be- 
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comes  zero,  or  in  the  brace  at  the  end  of  the  load,  where 
it  equals  — of*  or  the  reaction  of  the  abutment. 

Again,  V  decreases  with  any  increase  of  u — y,  and  there 
may  be  a  point  where  V  =  0 ;  to  find  this  point,  make 
V  of  Eq.  (23)  equal  to  zero, 

w'  (I — yV      w' ,        -. 

•••  --2T1-  =  T(u~y) 


and  u  =  —q?r-  is  the  distance  from  the  unloaded  abut- 

2il, 

nient  to  the  point  where  there  is  no  vertical  strain.  To 
the  right  of  this  point  V  has  a  positive  value  and  the 
vertical  strain  passes  to  the  right  abutment  ;  to  the  lef  r, 
a  negative  value,  and  the  vertical  strain  passes  to  the 
other  abutment.  If  Eq.  (21)  be  differentiated  to  find 
the  maximum  value  of  II,  it  will  be  found  to  be  when 


x  =     ,..'     or  in  the  same  panel,  in  which  there  is  no 
vertical  strain.     Another  proof  of  the  rule  in  (38). 
•45.  —  In  Eq.  (23)  u  cannot  equal  ~HT~  until  —  ^jr- 


w' 


— y),  or  until  we  have  passed  an  amount  of  the 
I 

load  equal  to  that  borne  by  the  abutment;  hence  this 
important  rule :  There,  is  a  point  in  every  fully  or  par- 
tially loaded  truss  where,  there  is  no  vertical  strain,  but 
where  the  horizontal  strain  is  greatest,  which  divides 
the  load  into  the  two  parts  borne  by  the  two  abutments,  the 
part  on  either  sidz  of  this  point  being  borne  by  the  abut- 
ment on  that  side. 
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Therefore,  knowing  the  load  bome  by  either  abut- 
ment, we  have  only  to  pass  from  the  abutment  along  the 
load,  full  or  partial,  until  we  measure  an  equal  weight, 
and  we  reach  the  point  of  no  vertical  strain. 

EXAMPLE.  —  If  a  truss  be  50  feet  long,  and  is  loaded 
from  one  abutment  a  distance  of  30  feet,  at  the  rate 
of  1.5  ton  per  foot,  where  is  the  point  of  no  vertical 
strain  ? 

Here,  w'  =  75  tons, 
I  =  50  feet, 
y  =  20  feet, 


.  75  (50-20)' 
2F  2x50'  ' 

the  reaction  of  the  unloaded  abutment. 


Beginning  at  the  end  of  the  load  towards  the  un- 
loaded abutment,  which  is  20  feet  from  that  abutment, 
we  must  go  from  the  end  of  the  load  9  feet  towards  the 
other  end  of  the  truss  before  we  have  passed  13.5  tons 
and  reached  the  point  of  no  vertical  strain.  And  by  the 
lormula  found  above 

l!+y>        2500+400 

.,     =  -  r^o  -  =29  feet  from  the  abutment.  —  Ans. 

No  vertical  strain  can  pass  this  point  which  can 
exist  at  one  place  only  in  any  truss,  no  matter  how  loaded. 
Eacli  abutment's  share  of  the  weight  comes  directly  from 
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that  part  of  the  load  nearest  to  it ;  and  vertical  strains 
in  the  same  truss  cannot  pass  each  other. 

ABCDEFGHI    KLMNOPQRST 


r  «    m    n    o    p    q    r    s     t    u  y| 
abode     fghikl  <• 


Fig.  14. 

46.  —  Let  Fig.  14  represent  a  truss  80  feet  long,  6 
feet  deep,  divided  into  20  uniform  panels,  and  support- 
ino-  on  the  lower  chord  a  load  of  25  tons,  extending 

C  '  O 

from  the  left  abutment  to  the  centre  of  the  truss. 
Here,  w  =  25  tons,  .-.  w  =  50  tons, 
I  =  80  feet, 
d  =    6  feet, 
p  —    4  feet, 
y  =  40  feet, 

Length  of  inclined  braces  =  7.2  feet. 
The  equation  for  the  horizontal  strains  in  the 
unloaded  part  is, 

v^-yy       500(80-41)'  _ 
J  2X6X80' 


Whence  the  following  table  of  the  strains  in  the  chords: 


Values  of  x 

4 

8 

12 

18 

20 

24 

28 

32 

36 

40 

Strains   in 
Tons. 

4.2 

8.3 

12.5 

16.6 

20.8 

25 

29.2 

33.3 

37.5 

41.7 

Compres- 
sion in. 

ST 

RS 

QR 

PQ 

OP 

NO 

MN 

LM 

KL 

IK 

Tension  in. 

uv 

tu 

et 

rs 

qr 

pq 

op 

no 

mn 

1m 
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The  equation  for  the  horizontal  strains  in  the  loaded 
part  is 


'(x—yY        50a(80—  4Q)3 
2c«  2x60x80 


5Q//V.  _ 


2X60X80 

Whence  the  following  table: 


Values  of  x. 

44 

48 

52 

56 

60 

64 

68 

72 

76 

Strains  in 
Tons. 

45 

46.7 

46.7 

45 

41.7 

36.7 

30 

21.7 
BC 

11.7. 

Compres- 
sion in. 

HI 

QH 

GH 

FG 

EF 

DE 

CD 

AB 

Tension  in. 

kl 

ik 

hi&gb. 

Us 

ef 

de 

cd 

be 

ab 

The  equation  for  the  vertical  strain  in  the  unloaded 
part  is 

w'(l-yY       50(80-40)'         '     , 

2^  2  X  (80)' 

tension  in  all  the  vertical  ties  from  ~Kl  to  Tw  inclusive, 
and  the  vertical  component  of  the  strain,  which  is  from 
their  inclination,  compression,  in  the  inclined  braces  of 
the  unloaded  part. 

7  2V 
L  =  V  X  length  of   strut   divided   by  d  — 

=  7.5  tons,  compression  in  the  struts  from  Km  to  Tu 
inclusive. 

The  equation  for  the  vertical  strain  in  the  loaded 
part  is, 

w 


__ 
V  = 


—  .625% 
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Whence  we  form  the  following  table  for  the  tensions  in 
the  ties  in  the  loaded  part : 


Values  of  u 

42 

46 

50 

54 

58 

62 

66 

70 

74 

78 

Strains  in 
Tons. 

5 

2.5 

0 

—2.5 

—5 

—7.5 

—10 

-12.5 

—15 

-17.5 

Tension   in 

Ik 

Hi 

Gh 

Fg. 

Ef 

De 

Cd 

Be 

Ab 

The  equation  applies  to  the  ties  at  the  ends  of  the 
inclined  braces  nearest  the  centre  of  the  truss,  for  the 
reasons  given  in  (35). 

From  the  above  table  it  will  be  seen  that  there  is  no 
vertical  strain  in  the  panel  GH  hi,  and  that  to  the  left 
of  this  panel  the  strain  has  the  minus  sign,  showing  that 
the  weight  is  now  passing  to  the  abutment  opposite  that 
from  which  u  is  measured.  From  the  previous  table  it 
is  also  seen  that  the  horizontal  strain  is  greatest  in  the 
same  panel,  hence  it  is  from  this  point  that  the  braces 
must  incline  in  opposite  directions  to  the  abutments. 

Multiplying  the  vertical  strain  by  the  length  of  strut, 
and  dividing  it  by  the  depth  of  the  truss,  as  before,  we 
have  the  longitudinal  strains  in  the  struts  in  the  loaded 

<_> 

part  as  follows : 


Values  of  u 

42 

46 

50 

54 

58 

62 

66 

70 

74 

78 

Strains  in 
Tons. 

6 

3 

0 

—3 

—6 

—9 

—12 

—15 

—18 

—21 

Compression  in. 

11 

Hk 

Gg 

Ff 

Ee 

Dd 

Cc 

Bb 

Aa 

36  A    TREATISE   ON 


(A  si:     v. A     TRUSS     SUBJECT     TO    A     UNIFORM     CONSTANT 

LOAD     THROUGHOUT     ITS     LENGTH,     AND     A     UNIFORM 
MOVABLE    LOAD. 

4r. — Let  iv  —  the  weight  of  the  full  constant  load, 
w'  —  the   weight   of  the   full   load   whose 
weight  per  lineal  foot  is  the  same  as 
that  of  the  partial  load, 
I  =  the  length  of  the  truss, 
d  =  the  depth       "         " 
p  =  the  length  of  a  panel, 
x  =  the  distance  from  one  abutment  to  a 
panel  end, 
P 

II     /-v»          J 

2* 

y  —  the  length  of  the  unloaded  part, 
H  =  the  horizontal  strain, 
V  =  the  vertical  strain. 

48. — In  the  previous  cases  the  weight  of  the  truss 
itself  has  been  entirely  disregarded ;  but  this  is  the  case 
of  a  truss  the  weight  of  which  is  considered,  subject  to 
the  action  of  a  rolling  load,  and  is  to  a  certain  extent  a 
combination  of  the  two  previous  cases.  Here  it  is  neces- 
sary to  obtain  the  maximum  strains  only  to  which  each 
member  of  the  truss  is  subject,  whether  from  a  full  or 
partial  load. 

49.  Horizontal  Strain*. — In  Eq.  (14)  we  have, 

TT  U/X 

-tl  =  —-=•  — 
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for  the  horizontal  strain  under  a  full  load  in  either 
chord. 

In  Eq.  (21), 

__  w'%(l—yY      w'(x  —  2/)2 
2dF  2dl      ' 

for  the  horizontal  strain  at  the  same  point  from  a  load 
of  equal  density  but  covering  only  a  part  of  the  truss, 
l-y. 

Eq.  (21)  will  reduce  to  this  form, 
wfx       w'x        w'y*  x\ 

''  ~2l~~  M"  ~^2dl"     "]/' 
which  is  less  than  Eq.  (14)  by  the  quantity 

wV         x 


or  the  horizontal  strain  at  any  point  is  greatest  under  a 
full  load,  no  matter  how  small  y  may  be,  or  how  large  a 
portion  of  the  truss  may  be  loaded.  Hence,  where  w  is 
the  constant  truss  load,  and  w'  the  weight  of  a  full 
rolling  load,  the  equation  for  the  greatest  horizontal 
strain  is 


/0-. 

~~  ~ 


50.  Vertical  Strain.  —  In  Eq.  (23)  we  have, 

w'(l-yY        ™'  . 
^  ~W        'T<U     ^' 

for  the  vertical  strain  at  u,  from  a  partial  load  reaching 
from  one  abutment  a  distance  equal  to  I  —  y.  Let  y  and 
u  be  measured  from  the  right  abutment  and  confining 
this  equation  to  the  right  of  the  point  of  no  vertical 
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strain,  or  to  its  positive  values,  it  is  evident  that,  consid- 
ering y  for  the  moment  constant,  V  is  greater  as  u  —  y  is 
less,  and  is  greatest  when  u  —  y  is  least,  or  when  u  =  y 
or  at  the  end  of  the  load  ;  where,  therefore, 


(26) 


Or,  the  vertical  strain  from  a  partial  load  passing  in  one 
direction  at  any  point  is  greatest  wlien  the  load  extending 
from  the  abutment  reaches  to  that  point. 
Eq.  (26)  will  reduce  to  this  form, 

u/        w'u    w'u*  /(J_v 

V=T'    "T  '"W 

The  vertical  strain  at  the  same  point  from  a  full 
load  of  equal  density  is,  Eq.  (18), 

w'        iv'u 

V:    T"    T 

l 

If  u  in  this  equation  be  less  than  ^-  or  when  V  has 

a  positive  value,  it  follows,  That  when  a  truss  is  par- 
tially but  more  than  half  loaded,  the  load  extending  from 
one  abutment,  the  vertical  strain  at  any  point  at  the  end 

of  the  load  is  greater  by  -~rr  than  the  vertical  strain  at 

the  same  point  from  a  full  load  of  equal  density. 

The  greatest  vertical  strain,  therefore,  in  a  truss  sub- 
ject to  a  rolling  load,  is  the  strain  at  any  point  from  the 
constant  truss  weight  added  to  the  strain  from  the  roll- 
ing lead  when  it  reaches  that  point  and  covers  the 
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greater  segment  of  the  truss;  hence,  adding  Eq.  (18) 
and  Eq.  (26), 


wu 


y  being  here  equal  to  w,  is  the  vertical  strain  from  the 
rolling  load  w\  and  constant  load  w. 

51.  —  In  a  truss  uniformly  loaded  there  is  a  point  of 
no  vertical  strain  at  the  centre,  and  in  a  truss  partially 
loaded,  where  the  truss  weight  is  disregarded,  there  is 

I*     I     y* 

also  a  point  of  no  vertical  strain,  distant     ^     from  the 

unloaded  abutment  (44),  but  in  no  case  can  there  be  two 
points  of  no  vertical  strain,  for  a  section  of  the  truss 
cannot  support  a  portion  of  the  weight  without  trans- 
mitting it  entirely  to  one  or  partially  to  either  abut- 
ment. This  point  of  no  vertical  strain  can  be  found 
by  making  Eq.  (28)  =  0. 


w       wu 
Whence     V  =  -    —  --+  —  -*--  =  0 


Let  w'  =  aw,  eliminate  w  and  we  have 
1       u        al* —  2alu-\-au'i 

Whence, 

u  =  I  +  -  —  I  V-  +  -,.  -    -    (29) 
a  a       a 

EXAMPLE. — In  a  truss  200  feet  long,  whose  perma- 
nent uniform  load  is  75  tons,  and  the  weight  of  its  full 
load  of  equal  density  with  the  partial  load,  150  tons; 
Low  far  from  the  unloaded  abutment  is  the.  end  of  the 
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partial  load  when  it  is  at  the  point  of  no  vertical  strain, 
or  what  is  the  value  of  u  ? 

w' 
Here,     —  =  a  =  2. 

w 

I  =  200 

Whence,  I  +  -  —  I  J-  +  ~ 
a  a       a 

200 


=  200  +   -  --  200  /  £  +  i  =  126.8  ft—  - 


That  is,  when  the  partial  load  covers  73.2  feet  of  the 
truss,  the  end  of  it  is  at  the  point  of  no  vertical 
strain.  The  weight  borne  by  the  farther  abutment  is 
equal  to  the  weight  of  126.8  feet  of  the  truss,  or  47.5 
tons.  When  the  truss  is  unloaded  the  weight  on  the 

o 

abutment  is  37.5  tons.  When  the  load  of  .75  ton  per 
foot  covers  73.2  feet,  by  the  principles  of  the  lever,  10 
tons  are  added  to  the  weight  on  the  farther  abutment. 
While  the  end  of  the  movable  load  rests  at  the  point  of 
no  vertical  strain  the  weight  upon  the  farther  abutment 
comes  solely  from  the  weight  of  the  truss,  and  none 
from  the  load  upon  it. 

When  the  end  of  the  load  approaches  the  unloaded 
abutment,  passing  the  point  referred  to  of  no  vertical 
strain  from  the  fixed  and  movable  loads,  the  weight 
upon  this  abutment  is  increased,  but  as  the  load  still 
covers  less  than  half  the  truss,  the  larger  portion  of 
the  increased  load  is  borne  by  the  nearer  abutment  ;  the 
point  of  no  vertical  strain,  therefore,  does  not  remain 
stationary,  but  moves  after  the  end  of  the  load,  and 
reaches  the  centre  when  the  load  covers  the  truss. 
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52.  Counterforacing. — It  is  therefore  evident  that  on 
the  loaded  abutment  side  of  this  point  there  can  be  no 
vertical  strain  passing  to  the  farther  abutment ;  conse- 
quently, it  is  only  from  this  point  that  it  is  necessary  to 
arrange  braces  to  carry  the  vertical  strain  to  the  farther 
abutment.  The  braces  between  these  points  on  either 
side  of  the  centre,  and  the  centre  itself,  are  termed  coun- 
terbraces,  and  come  into  use  only  under  the  action  of 
moving  loads. 


53.— Eq.  (18)  added  to  Eq.  (26),  or 
w       wu        w'(l — yY 


2? 

may  be  represented  as  in  Fig.  15. 


(30) 


P 


\  I 

M  •%/ 

/ 

/ 

\ 

I/I 

G 

/K   L 

Fig.  15. 

Let  AB  equal  the  length  of  the  truss ;  AD  and  BC 

w 

each  equal  to  a  scale,  -«;  then  (37)  the  perpendicular  dis- 
tance at  any  point  between  EB  and  EC  is  the  amount 
of  vertical  strain  from  the  permanent  load  at  that  point 
passing  to  the  abutment  B,  and  the  perpendicular  distance 
between  AE  and  DE  at  any  point  represents  the  amount 
of  vertical  strain  from  the  same  load,  at  that  point  passing 


42  A   TREATISE   ON 

to  the  abutment  A  ;  these  distances  being  the  values  of 
V  in  Eq.  (18)  ;  the  positive  and  negative  values  being  on 
the  opposite  sides  of  AB. 

Next,  let  the  load  be  brought  on  at  A  and  extend 
from  A  to  I,  and  let  BH,  to  the  same  scale  as  before, 

represent  --  ^  —  ,  the   reaction   of    the   abutment    B, 

and  as  this  is  a  constant  between  I  and  B,  draw  I  G 
equal  and  parallel  to  BH  and  join  GH.  The  vertical 
distance  at  any  point  between  LH  and  EC  will  give  the 
vertical  strain  from  the  constant  and  the  movable  loads 
at  that  point  passing  to  the  abutment  B  and  the  values 

of  V  in  Eq.  (30)  where  y  is  greater  and  u  less  than  -p 

I 
Let  y  =  BI  and  let  u  =  „-,  then  at  that  point,  the 

centre, 

V  =  L,  or  EL. 


When  u  becomes  greater  than  rr,  then  V  is  evidently 

w'(l  —  ?/V  ,  w       wu  . 

less  than  -  -^w^  —  because  -^  —  -j-  is  a  minus  quantity 

w       wu 
to  be  deducted  from  it.     But  in  the  figure,  -~  --  j- 

is  represented  by  the  vertical  distances  between  AE  and 

w'n  _  y\y 
DE  and  -     o«        is  represented  by  the  vertical  distances 

^.-r-r  W  WU      • 

between  GH  and  IB  ;  and  as  -~  —  —  j-  is  a  minus  quan- 
tity to  be  subtracted  from  —  a/*      ?  then  tke  vertical  dis- 
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tance  between  KE  and  ME  is  to  be  deducted  from  the 
vertical  distance  between  KL  and  ME.  Consequently  the 
vertical  distance  at  any  point  between  KG  and  KH  rep- 
resents the  vertical  strain  at  that  point  passing  to  the 
abutment  B  ;  and  by  similar  reasoning  it  may  be  shown 
that  the  vertical  strain  passing  to  the  abutment  A  is 
represented  by  the  vertical  distances  between  DK  and 
the  two  lines  FG  and  GK.  K  is  the  point  of  no  ver- 
tical strain. 

An  examination  of  Eq.  (23)  added  to  Eq.  (18),  or 


V 


_    w'(u  —  y)    ,    w       wu 
I  ~  2"  ~     ~P 


will  give  the  vertical   strains  under  the  trass,  and  is 
easily  made,  but  has  no  practical  value. 


Eq.  (26),      V  = 


-?    is  the  equation  of  a  pa- 


rabola,  and  Eq.  (27)  may  be  shown  as  in  Fig.  16. 


D 


\ 


;\ 


K 

'sK 


\ 


\ 


E 


Fig.  16. 


Let  AB  represent  the  length  of  the  truss,  BC  and 
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w  wf 

AD  each  ^-,  and  AP  and  BE  each  x- ;  then  the  vertical 

distances  between  DC  and  FE  represent  the  strains 
from  the  weight  of  the  truss  and  of  a  full  load.  Through 
AE  draw  a  parabola ;  the  vertical  distance  to  any  point 
in  the  parabola  may  be  found  from  the  value  of  V  in 
Eq.  (26)  at  that  point.  Similarly  draw  the  parabola 
BF.  The  vertical  distances  between  HC  and  the  curve 
HE  represent  the  vertical  strains  from  the  constant  load 
and  the  end  of  the  load  passing  to  the  abutment  B. 
When  the  load  passes  to  the  left,  the  vertical  strains  to 
A  are  represented  by  the  vertical  distances  between  ID 
and  the  curve  IF.  Where  the  curves  intersect  the  line 
DC,  H  and  I  are  the  points  of  no  vertical  strain. 

w'n uy 

54. — The    equation   of  the    moving   load,   -  — ^ — -> 

requires  some  change  before  it  can  be  practically  applied 
to  determining  strains  ;  because,  in  its  present  form,  it 
assumes  that  no  weight  comes  directly,  that  is,  without 
passing  through  the  braces,  upon  the  next  unloaded 
panel  point.  If  the  load  were  suspended  at  each  panel 
point  or  end,  the  equation  could  be  applied  without 
change ;  but  as  it  comes  first  upon  a  girder,  or  string- 
piece,  resting  upon  the  panel  points,  any  load  in  a  panel 
must  affect  both  ends  of  the  panel. 

Let  AI  (Fig.  17)  represent  a  truss,  and  A  B  C  D, 
&c.,  the  different  panel  ends ;  and  let  the  load  extend 
from  the  abutment  A  to  midway  between  B  and  C,then 
there  are  one  and  a  half  panel  loads  upon  the  truss ;  but 
B  does  not  bear  a  full  panel  load,  and  cannot  until  the 
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load  extends  to  C,  or  B  cannot  have  a  full  load  until  C 
has  a  half  load ;  so  that s» is  greater  than  the  ver- 
tical strain  in  the  brace  from  B  towards  the  farther 
abutment,  because  a  part  of  the  strain  is  in  the  brace 
from  C. 

ABC       DEFGH       I 


Fig.  17. 

Let  the  vertical  distance  at  any  point  between  AI 
and  the  parabola  Abe  -  •  -  i  represent,  as  shown  above, 
'the  weight  borne  by  the  unloaded,  or,  in  this  figure,  the 
right  abutment,  when  the  load  extends  from  the  left  or 
loaded  abutment  to  that  point,  and  the  vertical  dis- 
tances between  AI  and  the  smaller  similar  parabolas 
AJb'  Be'  Cc£;,  &c.,  represent  the  weights  coming  upon  the 
farther  panel  points  B,  C,  &c.,  as  the  load  extending 
from  the  left  abutment  traverses  the  girders  resting 
upon  these  points.  When  the  load  extends  from  A  to 
B,  B6  is  the  weight  borne  by  I,  but  B6'  is  the  weight 
upon  B,  which  is  greater  than  the  weight  upon  the  abut- 
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mcntl;  continuing  the  load  from  B  towards  C,  the 
vertical  distance  from  the  line  BC  to  the  parabola  Be' 
at  any  point,  will  represent  the  strain  upon  C,  when  Un- 
load reaches  that  point,  and  the  vertical  distance  at  the 
same  point  between  BC  and  the  parabola  be  represents 
the  strain  at  the  same  time  upon  the  farther  abutment. 
I.  When  the  former  equals  the  latter,  or  when  the 
curve  Be'  intersects  the  curve  &c,  all  the  strain  upon  I 
comes  from  that  portion  of  the  load  bearing  upon  C, 
and  none  from  that  portion  upon  B,  and  the  vertical 
distance  between  the  two  curves,  before  their  intersec- 
tion, represents  the  vertical  strain  upon  I  that  comes 
from  the  load  upon  B ;  consequently  the  greatest  strain 
upon  the  brace  at  B  towards  I  is  when  the  vertical  dis- 
tance between  the  two  parabolas,  between  B  and  C,  is 
greatest.  This  occurs  where  a  vertical  line  will  intcr- 
sect  the  two  carves  at  points  where  their  tangents  arc 
parallel ;  and  since  the  weight  on  AB  is  to  the  whole 
load  upon  AI  as  the  distance  AB  is  to  the  distance  AI, 
the  horizontal  distances  of  the  tangent  points  referred  to 
from  the  panel  end  and  the  abutment  bear  the  same  pro-* 
portion  to  each  other. 

Let  I'  represent  the  length  of  the  partial  load,  and 
let  it  extend  from  one  abutment  beyond  one  panel,  to 
where  the  tangents  to  the  two  curves  at  points  vertically 
above  each  other  are  parallel  to  each  other ;  let  p  be  the 
length  of  a  panel,  and  I  the  length  of  the  truss ;  then, 

7/ 

I :  p::lf  :  -r  »  the  distance  the  load  extends  into  the 
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second  panel  ;  and  the  length  of  the  load  I'  will  there- 
fore be 

pi' 
l'=P  +  -l> 

whence,        I'  I  =  pi  +  pl'\ 

and  t    =^|  .......      (31) 

When  the  load  covers  any  number,  n,  of  panels,  the 
value  of  I'  will  be 


.......      (32) 

Dividing  the  weight  of  the  whole  movable  load  by  the 
length  of  the  truss,  and  multiplying  by  «_-,  we  have 

the  weight  of  the  load  on  j  ---  ,  whence  (8)  the  reaction 

l—p* 

of  the  unloaded  abutment  is,  in  this  case, 


-          =' 


But,  as  explained  before,  this  is  greater  than  the  strain 
in  the  braces  from  the  last  loaded  panel  point,  because  a 
certain  amount  of  the  load  is  borne  by  the  panel  point 
beyond  the  load.  Hence  this  last  weight  is  to  be  de- 
ducted from  Eq.  (33). 

The  distance  from  the  loaded  abutment  to  the  far- 
thest panel  end  or  point  which  is  under  the  load  is  np, 
therefore, 

npl 

7  —  —  np 
L—p         r 
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is  the  distance  the  load  extends  beyond  on  to  the  partly 
loaded  panel,  and  the  weight  on  this  distance  is, 
wf  t  npl  \ 

•ylr*-  ~~  nPl 

i  \  i—p        I 

_  w'  I  np*  \ 

:Tl^j* 

Of  this  weight,  the  part  which  is  borne  by  the  end  be- 
yond the  load,  or  the  end  farthest  from  the  loaded  abut- 
ment, of  that  panel  into  which  the  load  extends,  is,  by 
the  principles  of  the  lever, 
tip*  \  2 

J-  ley  A  \ 


This  amount  is  to  be  deducted  from  Eq.  (33)  to  ob- 
tain the  correct  strain  upon  the  brace  from  the  last  panel 
end  under  the  load,  towards  the  unloaded  abutment, 
whence, 

w'  I  npl?  _     w'  i  np* 

iFlPpj  '  " 

w'  fn**F 


w'rfp'l 


V  - 

~ 


is  the  greatest  vertical  strain  from  a  partial  load,  where 
n  represents  the  number  of  panels  loaded,  towards  the 
unloaded  abutment  upon  the  brace  at  the  last  loaded 
panel  point. 

EXAMPLE.  —  Let  a  truss  be  80  feet  long,  divided  into 
8  panels,  and  loaded  at  the  rate  of  one  ton  per  foot  : 
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What  is  the  greatest  vertical  strain  upon  the  brace  from 
the  last  loaded  panel  end,  when  six  panels  are  loaded  ? 

Here,  w'  =  80  tons, 
I  =  80  feet, 
p  =  10    " 
n=    6    " 
Substituting  these  values  in  Eq.  (35)  we  have 

_      wVp*  8QX6'X103 

z  p)  =  =  2  X  80(80-10)  r  QS* 


If  in  -cfi»(l—  u)\  (l—u)  had  been  made  equal  to  65, 

80 
we  should  have  9  onX^)2  =  26.41  tons  for  the  reaction 

of  the  unloaded  abutment. 

But  as  the  load  extends  half  way  from  one  panel 
end  to  the  other,  the  unloaded  panel  end  would  support 
of  i  of  i  panel  load,  or  1.25  ton  ;  hence 

26.41  —  1.25  =  25.16  tons,  would  be  the  greatest 
strain  upon  the  brace  from  the  sixth  panel  end. 

npl         6X10X80 

In  the  case  supposed,  T^-  =  —  OAIA      =  68.57 

feet,  is  the  length  of  the  load,  and  consequently,  29.38 
tons  is  the  reaction  of  the  unloaded  abutment;  and  3.67 
tons  the  weight  on  the  first  unloaded  panel  end,  whence, 

29.38  —  3.67  =  25.71  tons, 
as  before,  for  the  greatest  strain  on  the  brace. 

When  np  is  greater  than  -,  or  when  the  load  cover* 


more  than  half  the  truss,  91/7       \  is  passing  in  the  same 
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direction  as  the  vertical  strain  at  the  same  point  from 
the  constant  truss  load,  and  consequently,  Eq.  (35)  mav 
be  added  to  Eq.  (18),  giving 

iv       wu        w'np* 

V  =  — —  -' 

2  1 


for  the  maximum  vertical  strain,  from  both  the  perma- 
nent and  the  movable  loads,  in  the  braces  of  that  panel 
whose  centre  is  distant  u  from  the  unloaded  abutment, 
and  where  n  is  the  number  of  panel  points  in  I  —  u.  A 


r-.-l 


reference  to  Fig.  (14)  will  show  that  n  = 

P 

substituting  this  value  in  Eq.  (36)  we  obtain, 


w       w« 

'-  2  '    T  2Z(Z-p)     ' 

an  equation  giving  the  same  results  and  containing  only 
one  variable  quantity,  u. 

But  when  up  of  Eq.  (35)  is  less  than  -5,  then  the 

w'np 
vertical   strain,   p//?/  v  ,  is   passing    towards  the   cen- 

w       wu 
tre  or  m  an  opposite  direction  to  ~-  -—  —7-,  the  vertical 

strain  from  the  constant  truss  weight  at  the  same  point, 
and  the  difference  between  the  two  is  the  total  vertical 
strain  at  u.  The  less  of  these  may  be  considered  as 

W  WH 

neutralizing  its  amount  in  the  greater;    but  -^  —  —,-•. 

the  constant  truss  strain,  also  meets  the  vertical  strain 
from  the  first  panel  point  outside  the  load,  or  the  qtian- 
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1C     I      ¥V)~l       \  2 

titv,  ~— ,( -7 )    Eq.   (34),  and   has   been   lessened  by 

- '  2pl\  I  — p  r  J 

this   amount   outside  the   load.     Hence,  since  -^ — --r; 

UU  UP  U 

Eq.  (33)  and  -^-  - — r-   are  each  diminished  by  the  same 

amount,  their  difference  will  remain  the  same,  and  we 
have 

V  -  -  !L     wu       w'n*P'  /oox 

^ "  ~T~ ""~  2(i— ijY  ^  ' 

for  vertical  strains  to  the  farther  abutment  when  the 
truss  is  less  than  half  loaded. 

l-u—g,  E      ,3gv  b^ 

bubstitutiiijT  for  11  its  value 

P 
comes 

r  P\* 

V  — -       —  —  '(W\ 

~  2       i        2(i-#y 

the  vertical  strain  to  the  unloaded  abutment  when  the 
load  covers  less  than  half  the  truss  affecting  the  brace  at 
the  last  loaded  panel  end. 
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CHARTER  III. 


A  SIMPLE  TRUSS,  WITH  INCLINED  STRUTS  AND  VERTICAL 
TIES  SUBJECT  TO  THE  ACTION  OF  A  CONSTANT  AND  A 
MOVING  LOAD. 

ABC    D  E  F  G  II    I    K  L  M  N  O  P  Q    R 


ijabc    d    ef    g    h  i    k    1    mnopqrf 


Fig.  18. 

55. — Let  w  =  150,000  Ibs.,  the  weight  of  the  truss, 

uniformly  distributed, 
w'  =  300,000  Ibs.,  the  weight  of  the  full 
moving  load,  of  equal  density  with 
the  partial  load, 

I  =  200  feet,  the  length  of  the  truss, 
d  =  18.75  feet,  the  depth  of  the  truss, 
p  —  12.5  feet,  the  length  of  a  panel, 
x  =  the  distance  of  the  end  of  a  panel 

from  one  abutment, 
u  =  the  distance  of  the  centre  of  a  pan  >1 

from  one  abutment, 

H.  V.  &  L.  =  the  horizontal,    vertical,   and    longi- 
tudinal strains. 

The  moving  load  upon  the   lower   chord,  and  the 
weight  of  the  truss,  may,  with  sufficient  practical  ac- 
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curacy,  be  considered  as  concentrated  upon  the  panel 
points  of  the.  same  chord. 

For  the  horizontal  strains  which  are  greatest  when 
the  truss  is  fully  loaded,  we  have,  Eq.  (25), 


H  - 


and  substituting  the  values  of  the  constants, 

(150,000  +  300,000)*        (150,000  +  300,000)*' 
rl  =  • 

=  12,000*  —  600*. 


2x18.75  2x18.75x200 


Any  value  of  x  in  this  case  gives  the  compression  in  the 
upper  chord  on  the  centre  side  of  the  point  to  which  x  is 
measured,  and  the  tension  in  the  lower  chord  on  the 
abutment  side;  whence  we  have  the  following  table  of 
strains: 


Values 
of  x. 

12.5 

25 

37.5 

50 

62.5 

75 

87.5 

100 

Strains 
in  Ibs. 

140,625 

262,500 

365,625 

450,000 

515,625 

582,500 

590,625 

600,000 

Compres- 
sion in. 

BC& 
PQ 

CD  & 
OP 

DE& 
NO 

EF& 
MN 

FG& 
LM 

GH& 
KL 

HI& 
IK 

Tension 
in. 

ab&qr 

be  &  pq 

cd  &  op 

de  &  no 

ef&mn 

fg&  1m 

gli  &  kl 

hi  &  5k 

The  vertical  strain  in  any  tie  is  the  same  in  amount 
us  that  in  the  strut  to  the  upper  end  of  which  it  is  at- 
tached, (35). 
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For  the  maximum  vertical  strains  when  the  truss 
more  than  half  loaded,  we  have,  (Eq.  37), 


w       wu 

v  :"~  ~ 


and  substituting  the  values  of  the  constants, 

_    150,000         150,000?*         300,000(200— M— 6.25)' 

2  200  2x200(200—12.5) 

-  75,000  --  750z*  +  4.(193.75  —  «)' 

For  the  maximum   vertical  strains  when  the  truss 
is  less  than  half  loaded,  we  have,  Eq.  (39), 


w 


wu 


Substituting  values, 

V  -  75,000  —  750  +  4.267(193.75  —  it)' 
Beginning  with  the  truss  fully  loaded,  we  will  con- 
sider the  load  as  gradually  moved  off,  making  the  first 
value  of  u,  or  the  length  of  the  unloaded  part,  6.25  feet, 
the  second  value  of  u,  18.75  feet,  and  so  on  from  either 
end.  Whence  the  following  table  of  tension  in  the 
ties : 


Values 
of  u. 

6.25 

13.75 

31.25 

43.75 

56.25 

68.75 

81.25 

93.75 

Strains 
in  ibs. 

210,938 

183,4^8 

157,188 

132,188 

108,438 

85,938 

04,688 

44,08y 

Tension 
in. 

B'>& 

Qq 

Co& 
Pp. 

Dd  & 
Oo 

Ee& 

Xn. 

Ff  & 

Mm 

Og& 
LI 

Hh& 
Kk 

Ii 
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When  the  truss  is  less  than  half  loaded  some  of  the 
ties  act  as  counterties,  or  to  carry  the  weight  towards 
the  centre ;  but  the  strain  thus  brought  upon  them  is 
less  than  that  to  which  they  are  subject  when  the  load 
reaches  from  them  to  the  farther  abutment. 

The  vertical  strain  multiplied  by  the  length  of  the 
strut  and  divided  by  the  depth  of  the  truss,  or,  in  this 
case,  V  X  1.202,  gives  the  compression  in  the  struts. 
As  long  as  V  has  a  plus  value,  it  indicates  a  strain  to- 
wards the  unloaded  abutment. 

The  following  is  a  table  of  the  compression  in  the 
struts : 


Values  of  u. 

6.25 

18.75 

31  .45 

43.75 

56.25 

68.75 

81.25 

93.75 

106.25 

118.75 

Strains  in  Ibs. 

253,  547 

220,492 

188,939 

158,889 

130,342 

103,297 

77,754 

53,714 

33,631 

11,945 

Compression  in 

Ba  & 
Qr 

Cb  & 
Pq 

Dc& 
Op 

Ed& 
No 

Fe& 
Mil 

Gf& 
Lm 

Hg& 
tl 

Hi  & 
Ik 

Hi& 
Ki 

Gh& 
Lk 

The  next  value  of  u,  131.75,  gives  V  a  minus  value 
or  a  strain  passing  to  the  loaded  abutment ;  therefore, 
Gh,  Hi,  Ki,  and  Lk,  are  the  counterbraces  needed  in 
this  case. 

There  are  no  strains  in  AB,  Aa,  QR,  and  Rr. 

56.— There  are  many  practical  disadvantages  in  the 
use  of  trusses,  where  the  ties  are  shorter  than  the  struts ; 
and  as  the  equations  for  determining  strains  in  trusses 
with  vertical  struts  and  inclined  or  diagonal  ties  are 

o 

the  same,  and  can  be  readily  applied  to  the  former  case, 
we  shall  confine  our  further  investigations  to  the  latter. 
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CHAPTER  IV. 

TRUSSES   WITH    VERTICAL   STRUTS   AND   INCLINED  TIES   SUB- 
JECT  TO   CONSTANT   AND   TO   MOVING   LOADS. 

CASE   I. — A    SIMPLE   TRUSS. 
ABCDEFGHIKLMNOPQR 


abcdefghi    klmnopqrp 
Fig.  19. 

57. — Let  iv  =  40  tons,  the  weight  of  the  truss,  uni- 
formly distributed, 

v/  =  80  tons,  the  weight  of  a  full  load  of 
equal  density  with  the  partial  load, 
I  =  80  feet,  the  length  of  the  truss, 
d  =  10  feet,  the  depth  of  the  truss, 
p  =    5  feet,  the  length  of  a  panel, 

'of  —  the  strains  and  distances,  as  before. 
x  &  u\ 

The  load  is  upon  the  upper  chord,  and  consequently 
the  struts  have  the  same  vertical  strains  as  the  ties  to 
the  lower  ends  of  which  they  are  attached. 

5§.  Horizontal  Strains. — In  investigating  the  hori- 
zontal strains,  the  counterbraces  shown  in  the  figure  by 
the  dotted  lines  may  be  considered  as  removed,  to  pre- 
vent confusion  in  deciding  to  which  side  of  the  panel 
points,  or  ends,  the  equation  of  horizontal  strain  is  to  be 
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applied ;  as  the  total  horizontal  strain  at  any  point  is  in 
that  member  of  the  chord  on  the  side  of  the  panel  point 
on  which  there  is  no  brace. 
Eq.  (25), 

(w+w')x 

-H-  —  ?T~T — 


will  give  the  maximum  compressions  in  the  upper-chord 
members  on  the  nearest  abutment  sides  of  the  points 
to  which  x  is  measured,  and  the  maximum  tensions  in 
the  lower-chord  members  on  the  centre  or  opposite  sides 
of  the  same  points. 

Substituting  the  values  of  the  above  constants,  we 
have, 


_ 


_  (40+80)3?  _     (40+80K    _ 


2x10 


2X10X80 


_  Qx_       M 
" 


whence  the  following  table  : 


Values  of  x. 

5 

10 

15 

20 

25 

30 

35 

40 

Strains  in 
Tons. 

28.1 

52.5 

73.1 

90. 

103.31 

112.5 

118.1 

120 

Compres- 
sion in 

AB& 
QR 

BC& 
PQ 

CD& 
OP 

DE& 
NO 

EF& 

MN 

FG& 
LM 

GH& 
KL 

HI  & 
IK 

Tension  in 

be  & 

pq 

cd  & 
op 

de& 
no 

ef  & 

mn 

fg& 
1m 

s\t 

hi& 
ik 

59.  Vertical  strains. — Substituting  the  values  given 
in  Eq.  (37),  we  have, 

5v 

'    =    20  —   7T 


40 
V       T  "         80 


(7_715—  u?_ 
150      ' 


2x80(80  —  5) 
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whence  the  following  table  of  compression  in  the  struts 
when  the  truss  is  more  than  half  loaded.  Aa  and  Rr 
each  evidently  bear  half  the  load,  or  the  whole  vertical 
strain  which  comes  upon  the  abutment. 


Values  of  u. 

2.5 

7.5 

12.5 

17.5 

22.5 

27.5 

42.5 

37.5 

Strains  in 
Tons. 

60 

56.3 

48.9 

41.9 

35.3 

28.9 

22.9 

17.6 

17.6 

Compres- 
sion in 

Aa  & 
Kr 

Bb& 
Qq 

Cc& 
Pp 

Dd& 
Oo 

Ee  & 
Nn 

Ff  & 
Mm 

Gg& 
LI 

Hh& 
Kk 

lii 

Since  V  of  Eq.  (37),  multiplied  by  the  length  of  the 
ties,  and  divided  by  c£,  which  is  V  X  1.118,  when  the 
load  covers  more  than  half  the  truss  ;  and  of  Eq.  (39), 
which,  with  the  constants  substituted,  is 


V  =  20-^ 


(77.5  —  uf 
140.625 


multiplied  also  by  1.118,  when  the  load  covers  less  than 
half  the  truss,  gives  the  tension  in  the  ties,  we  have  the 


following  table : 


Values 
of  u 

2.5 

7.5 

12.5 

17.5 

22.5 

27.5 

32.5 

37.5 

42.5 

47.4 

Strains 
in  Tons. 

62.9 

54.7 

46.8 

39.5 

32.3 

25.6 

19.7 

13.3 

8.3 

3.0 

Tension 
in 

Ab& 
Bq 

Bc& 
Qp 

Cd& 
Po 

De  & 
On 

Ef& 
Nm 

Fg& 
Ml 

Gh  & 
Lk 

Hi& 
Ki 

Ik& 
Ih 

K1& 
Hg 

When  u  =  52.5,  V  has  a  minus  value,  or  all  the 
counterbraces  needed  in  this  truss,  are  Ih,  Kl,  and  Hg, 
Ik,  and  the  vertical  li. 
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CASE  II.— A  DOUBLE  TRUSS  WITH  AN  EVEN  NUMBER  OF 
PANELS. 


ABCDEFGHIKLMNOPQR 


abode     fghik     Imnopq  rip 


6O. — This  truss,  Fig.  20,  is  a  combination  of  two 
simple  trusses,  one  of  which  is  represented  in  Fig.  21, 
with  the  counterbraces  removed,  and  which  is  divided 
into  panels  of  uniform  length. 


A       c       E       G 


N         P         R 


1          m 


Fig.  21. 


The  other  simple  truss,  represented  in  Fig.  22,  also 
without  the  counterbraces,  has  all  the  panels  of  the  same 
length  as  in  Fig.  21,  except  the  end  panels  which  are  of 


half  the  length. 


A  B       D      F 


M         O         Q    R 


ab 


h        k          m 


Fig.  22. 

The  counterbraces  are  the  dotted  lines  in  Fig.  20. 

The  vertical  strains  in  the  simple  trusses  are  entirely 
independent  of  each  other,  for  there  is  no  connection  be- 
tween their  braces.  The  chords,  however,  are  commoiv 
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and  the  strains  upon  them  in  the  double  truss  are  the 
sums  of  the  chord  strains  of  the  simple  trusses. 

61.  Horizontal  strains.—  The  strain  in  MN,  for  ex- 

ample, in  Fig.  20,  is  the  sum  of  the  strain  in  LN  of 
Fig.  21,  and  the  strain  in  MO,  of  Fig.  22.  Hence  wo 
have  to  determine  the  strains  in  the  simple  trusses,  and 
add  them,  to  obtain  the  strains  in  the  double  truss. 
Each  truss  may  be  properly  considered  as  bearing  half 
the  weight,  and  the  reaction  of  either  abutment  is  there- 

w 
fore  27,  upon  each  of  the  simple  trusses. 

Let   I  =  the  length  of  the  truss, 
d  —  the  depth  of  the  truss, 
p  =  the  length  of  a  panel  of  the  double  truss, 
w  =  the  weight  upon  the  truss,  uniformly  dis- 

tributed, 
x  =  the  distance  to  a  panel  end  from  one  abut- 

ment, 

H  =  the  horizontal  strain, 
V  =  the  vertical  strain. 

For  the  simple  truss  of  Fig.  21,  we  have  therefore  Eq. 

w 

(14),  w  being  changed  to  -£•• 

wx        ivx* 

-     -     -     <40> 


This  equation  will  not  apply  to  the  other  simple  truss, 
on  account  of  its  half  panel  at  the  ends.  The  uniform 
simple  truss  has  a  full  panel  load  at  each  panel  point, 
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and  a  half  panel  load  upon  each  abutment;  the  other 
simple  truss  has  a  full  panel  load  at  each  panel  point, 
and  none  upon  the  abutment.  To  obtain  an  equation 

w 

for  the  latter,  we  have  7-  X  xf  for  the  moment  of  the  re- 

4 

action  of  the  abutment,  at  any  panel  point  distant  x' 
from  that  abutment  ;  the  load  upon  the  truss  between 

w 
this  point  and  the  abutment  is  ^  x  (a/  —  £>),  p  being  the 

length  of  the  end  panel  ;  and  the  distance  of  its  centre 

X          f) 

of  gravity  is  -5  +  -$  ;  this  is  apparent  from  the  figure 
or  the  truss.  Whence, 


__     WX'  W      /      I  N        /#'+   P  WX' 

''  ~~ 


is  the  compression  in  the  upper  chord,  and  tension  in  the 
lower  chord  of  the  truss  of  Fig.  22  at  any  point  distant 
x'  from  the  abutment. 

If  x  in  Eq.  (40)  be  equal  to  MB,  in  Fig.  22,  H  will 
be  the  horizontal  strain  in  MO  and  km  ;  and  if  x'  of  Eq. 
(41)  be  equal  to  LR  in  Fig.  21,  H'  will  be  the  horizon- 
tal strain  in  LN  and  il. 

Hence,  the  horizontal  strain  in  the  upper  chord  of 
the  double  truss  at  any  panel  point,  is  equal  to  the  hori- 
zontal strain  in  that  one  of  the  simple  trusses  whose 
panel  end  is  at  the  same  point,  added  to  the  strain  at 
that  panel  end  of  the  other  simple  truss  which  comes 
next  towards  the  centre  ;  or  H  at  x  in  Fig.  20  is  equal 
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to  H  at  a?  in  one  of  the  simple  trusses,  added  to  H'  at 
x  -f-  p  in  the  other  simple  truss. 

Making,  therefore,  ocf  of  Eq.  (41)  equal  to  x  +  p,  and 
adding  the  equation  so  changed  to  Eq.  (40),  we  have,::: 

wx        wx*       pwx      pw 
:~~    ~        "~ 


w  p\         w  p\*      wp* 

-  •  <42> 


For  the  panel  points  of  the  double  truss,  common 
also  to  simple  truss,  Fig.  22,  the  strains  at  a/  are  equal 
to  the  strains  at  x'  in  one  simple  truss  added  to  the 
strains  in  the  other  simple  truss  at  a/+  p,  making,  there- 
fore, x  of  Eq.  (40)  equal  to  cc'-j-  p,  and  adding  the  equa- 
tion so  changed  to  Eq.  (41),  we  obtain  the  same  result 
as  before  ;  or  Eq.  (42)  gives  the  strains  in  all  the  mem- 
bers of  the  upper  chord  on  the  nearest  abutment  side  of 
the  panel  points  to  which  x  is  measured. 

In  the  lower  chord,  the  strain  at  any  point  of  the 
double  truss  is  equal  to  the  strain  in  one  simple  truss  at 
the  same  point  added  to  the  strain  in  the  other  simple 
truss  at  the  next  panel  point  nearer  the  abutment; 
making,  therefore,  x'  of  Eq.  (41)  =  x'  —  p,  or  x  of  Eq. 
(40)  =  x  —  p  and  adding  the  equation  so  changed  to 
the  other  unchanged,  the  result  from  cither  addition  is, 

wx        wx*       pwx       pw 

''  ~      ~  '  ~       H 


*  The  algebraic  process,  being  very  simple,  is  omitted. 


THE    STRENGTH    OF   BRIDGES    AND    ROOFS.  63 

an  equation  giving  the  tensions  in  the  lower-chord 
members,  on  the  centre  sides  of  the  points  to  which  x  is 
measured. 

62.  Vertical  strains.  —  The  simple  trusses  being  en- 
tirely independent  of  each  other  in  their  vertical  actions. 
the  equations  of  their  vertical  strains  are  to  be  deduced 
from  the  simple  truss  horizontal  strains  of  Eqs.  (40)  and 
(41)  as  in  (32),  whence  we  obtain,  from  either  Eq. 


4  '  ....... 

for  the  vertical  strain  from  a  full  load  in  either  simple 
truss,  u  being  the  distance  to  the  centre  of  a  panel  of  a 
simple  truss,  and  not  to  the  centre  of  a  panel  of  the  com- 
pound truss.  In  the  simple  truss  of  Fig.  22,  the  centre 
of  the  end  panel  is  considered  as  at  the  abutment,  and 
the  first  value  of  u  for  that  truss  is  therefore  zero. 

63.  Vertical  Strains  from  the  moving  Load.  —  The 
effect  of  the  moving  load  upon  the  panel  points  of  a 
compound  truss  differs  from  that  upon  the  points  of  a 
single  truss,  because,  in  the  former  case,  a  panel  point 
or  end  of  one  simple  truss  can  be  fully  loaded  without 
the  next  panel  point  belonging  to  the  same  simple  truss 
being  affected  by  any  portion  of  the  load.  So  that  the 
effects  of  the  load  in  a  compound  truss  are  the  same  as 
if  the  different  portions  of  it,  or  panel  loads,  were  sus- 
pended at  the  ends  of  the  panels. 

Therefore,  w'  representing  the  weight  of  the  full 
movable  load, 
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will  give  the  greatest  vertical  strain  from  the  moving 
load,  w'  ',  upon  the  simple  truss  of  Fig.  22. 
Hence,  adding  this  to  Eq.  (44), 


is  the  equation  of  the  vertical  strain  from  the  constant 
load,  W,  and  the  moving  load,  w',  in  simple  truss  Fig.  22. 
In  the  simple  truss  of  Fig.  21,  where  u'  is  the  distance 
from  the  unloaded  abutment  to  the  centre  of  one  of 


wf 


the  panels,  ~^j~\l — u' — p),  as  an  inspection  of  the  fig- 
ure will  show,  is  the  load  on  I  —  uf ;  dividing  by  I  and 

I u'-\-p 

multiplying  by  -  —  „ 1  *ne  distance  of  its  centre  of 

gravity  from  the  abutment  from  which  the  load  extends, 
and  we  have, 

V  //7  '\  2  2\  /  4  r*\ 

—  77?  (U —  u  )  —p  ),    -  (46) 

/I   /        \\  /  •*•        /f  \  S 

for  the  vertical  strain  upon  the  truss  from  the  moving 
load.  Adding  this  to  the  equation  for  the  constant  load, 
we  have, 


for  the  equation  of  the  vertical  strain  from  the  constant 
and  the  moving  loads  in  simple  truss  Fig.  21. 
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64.  EXAMPLE.  —  In  Fig.  20, 

Let  w'  =  160  tons,  the  weight  of  the  full  moving 

load, 

w  =    80  tons,  the  weight  of  the  truss, 
I  =  160  feet,  the  length  of  the  truss, 
d  —    20  feet,  the  depth  of  the  truss, 
p  =    10  feet,  the  length  of  a  panel, 
x  =  the  distance  from  the  abutment  to  the  end 

of  a  panel, 

u  =  distance  from  the  abutment  to  the  centre 
of   a  panel  of   either  of  the  simple 
trusses. 
The  load  is  upon  the  lower  chord. 

Substituting  the  values  of  these  constants  in  Eq. 
(42),  we  have, 


+£l- 

+  2  ' 


I2dl 


F'  + 


_  (160+80),        10\          (160+80) 


2x20    v      "2 


2x20x160 
-  -0375  ( 


Sdl 

KV 


2 


.9375. 


from  which  we   can  form  the  following  table  of  com- 
pressions in  the  members  of  the  upper  chord  : 


Values  of  x. 

10 

20 

30 

40 

50 

CO 

70 

80 

Strains  in  Tons. 

82.5 

127.5 

165 

195 

217.5 

232.5 

240 

240 

Compression  in 

AB& 
QR 

BC& 
PQ 

CD& 
OP 

DE& 
NO 

EF& 

MN 

FG& 
LM 

GH& 
KL 

HI  & 
IK 
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Substituting  the  values  of  the  constants  in  Eq.  (43), 
we  have, 

H  ==  6(#-5)  —  .0375  (z-5)'+  .9375, 
whence  we  can  form  the  following  table  of  tensions  in 
the  lower  chord : 


Values 
of  x. 

10 

20 

30 

40 

50 

60 

70 

Strains  in 
Tons. 

30 

82.5 

127.5 

165 

195 

217.5 

232.5 

Tension 
in 

be  &  pq 

cd  &  op 

de  &  no 

ef  &mn 

fg  &lm 

gh&kl 

Li&ik 

There  are  no  strains  in  ab  and  qr. 
Substituting  the  values  of  the  constants  in  Eq.  (45), 
we  have, 

160 


80 
V  : 


2X160 


=  20  —  . 


(160 


640 


"We  can  form  the  following  table  of  compressions  in  the 
struts  of  simple  truss  of  Fig.  22  : 


Values  of  u. 

0 

20 

40 

60 

80 

Strains  in  Tons. 

60 

45.6 

32.5 

20.6 

10 

Compression  in 

Aa&Rr 

Bb&Qq 

Dd&Oo 

Ff&Mm 

Hh&Kk 

Dividing  the  same  Eq.  by  d  and  multiplying  by  the 
length  of  the  tie,  or  V  X  1.414,  for  all  ties  except  the 
i?nd  ones,  where  it  is,  V  X  1.1 18,  and  we  obtain  the  fol- 
lowing table  of  tensions  in  the  ties  of  Fig.  22.  (The 
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quantities   by  which  V  is  multiplied  are  the  secants  of 
the  angles  made  by  the  ties  with  a  vertical  line.) 


Values  of  u. 

0 

20 

40 

60 

80 

100 

Strains  in  Tons. 

67.1 

64.5 

46 

29.1 

14.1 

0.9 

Tension  in 

Ab  &  Rq 

Bd&Qo 

Df  &0m 

Fh  &  Mk 

Hk&Kh 

Km&Hf 

l 

V  has  a  negative  value  when  u  =  110. 

Substituting  constants  in  Eq.  (47),  we  have, 

(160  — tt')*— 100 


V  =  20  —  .25it 


640 


Whence  the  following  table  of  compressions  in  the  struts 
of  simple  truss  of  Fig.  21 : 


Values  of  ur. 

10 

30 

50 

70 

Strains  in  Tons. 

53.5 

38.8 

26.3 

15 

Compression  in 

Aa&Rr 

Cc  &  Pp 

Ee&Nn 

Qg&Ll 

The  total  compression  in  the  end  struts,  Aa  and  Rr, 
from  the  two  simple  trusses  is  52.5  +  60  =  112.5  tons. 

Multiplying  V  of  Eq.  (47)  by  1.414,  as  before,  we 
have  the  following  table  of  tensions  in  the  ties  of  truss 
Fig.  21 : 


Valaes  of  u  '. 

10 

30 

50 

70 

90 

Strains  in  Tons. 

74.2 

54.9 

37.2 

21.2 

7.1 

Tension  in 

Ac  &  Rp 

Ce&Pn 

Eg&  Nl 

Gi&  Li 

n&ig 

<J8 
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«5. — The  double  truss  shown  in  Fig.  20  has  an  even 
number  of  panels,  and  each  half  of  it  has  also  an  even 
number.  If  two  panels  be  added,  each  half  of  the  truss 
will  then  contain  an  odd  number  of  panels,  and  simple 
truss  of  Fig.  22  will  be  uniformly  divided,  while  the  ends 
of  simple  truss  of  Fig.  21  will  become  similar  to  the 
ends  of  the  other  simple  truss  in  the  example  given. 
Each  truss,  however,  will  still  support  one-half  the  full 
load,  and  the  horizontal  equations  will  remain  unchanged. 

The  vertical  equations  for  the  moving  load,  however, 
are  entirely  dependent  upon  the  end  panels  of  the  simple 
trusses,  arid  equation  (47)  will  apply  to  that  truss  which 
is  divided  into  uniform  panels,  that  is,  terminates  with 
a  panel  equal  to  two  panels  of  the  compound  truss ; 
while  vertical  equation  (45)  will  always  apply  to  that 
simple  truss  whose  end  panel  is  equal  to  one  panel  of 
the  compound  truss. 

66. — By  referring  to  the  examples  given,  it  will  be 
seen  that,  the  strains  in  the  two  chords  are  equal  in 
amount  between  the  same  inclined  braces. 

CASE   III. A   DOUBLE   TRUSS    CONTAINING   AN   ODD   NUMKEIJ 

OF   PANELS. 

12     1     212     121211     21212121S1 
ABCDEFGHIKLMNOPQRSTUVW 


plabcdefghiklmno 
^II   2    1    2    1    2    1     2    1    2    1    1    2    1 


q    r    s    t  u  TW-% 
121     2121 


Fig.  23. 


67 — Let  Fig.  23  represent  a  double  truss,  the  coun- 
terbracing  shown  by  the  dotted  lines,  containing  an  odd 
number  of  panels. 
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This  truss  is  also  composed  of  two  simple  trusses,  the 
panel  points  of  one  being  shown  by  the  figures  1,1,1,  and 
the  panel  points  of  the  other  by  the  figures  2,2,2.  The 
two  simple  trusses  will  be  distinguished  as  truss  No.  1 
and  truss  No.  2,  as  they  are  numbered  in  the  Figure. 

Simple  truss  No.  1,  having  full  end  panels,  may  be 
considered  as  bearing  the  half  panel  loads  restino- 

O  L  O 

directly  on  the  abutments,  and  has  consequently  one 
panel  load  more  than  the  other;  or  it  supports  half  the 
whole  weight  and  half  a  panel  load ;  while  Truss  No.  2 
supports  half  the  whole  weight,  less  half  a  panel  load. 
This  is  when  the  truss  is  fully  loaded. 

68. — Let  I  =  the  length  of  the  truss, 
d  =  the  depth  of  the  truss, 
p  =  the  length  of  a  panel  of  the  double 

truss, 
w  =  the  weight  upon  the  truss,  uniformly 

distributed, 
x  =  the  distances  to  the  panel  ends  from 

one  abutment, 
H  =  the  horizontal  strain, 
V  =  the  vertical  strain. 

69.  Horizontal  Strain. — The   weight  on    simple  truss 

111       wp 
ISO.  1  being  TJ-  +  "97" >  the  reaction  of  each  abutment  is 

/  iv          1VD   \ 

therefore  £   U>  +  -~j-  )•>    and  as  the  truss  is  divided  into 
uniform  panels,  the  moment  of  the  load  on  any  segment 
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/  ?C'£C*  \ 

whose  length  is  x,  is  ^  f-oj-j»    from  which   we  readily 

obtain  the  equation, 

iv  wx" 


whence, 

_wx        wx'        wpx 

-  ~    ~  '  ~     '  ~      ....... 


is  tbe  compression  in  the  upper  chord  of  Simple  Truss 
No.  1  on  the  abutment  side,  from  which  x  is  measured, 
of  the  points  1,1,1,  &c.,  and  the  tension  in  the  lower  chord 
of  the  same  truss  on  the  centre  side  of  the  same  points. 
The  reaction  of  each  abutment  upon  Simple  Truss 

fw        wn  \ 
No.  2  is  %  f-£  —  ~9/~)j  arid  the  moment  of  the  load  on 

any  segment  whose  length  is  #,  is,  as  in  the  Simple  Truss 
of  Fig.  22, 

i 


-       2         ' 
from  which  we  obtain  the  equation, 


w        wp\    ,          ,wx" 

-""  "tT"~ 


whence, 


_  ivx'       MX"        wpxf        wp* 
'""     ~'     ~  '  4dl 


is  the  compression  in  the  upper  chord  of  Simple  Truss 
No.  2  on  the  side  towards  that  abutment  from  which  xf 
is  measured,  of  the  points  2,2,2,  &c.,  and  the  tension  in 
the  lower  chord  on  the  centre  side  of  the  same  points. 
It  is  evident  that,  here,  as  in  the  previous  case,  in  the 
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upper  chord  of  the  double  truss,  the  compression  at  any 
panel  point  is  the  compression  at  the  same  point  of  one 
of  the  simple  trusses  added  to  the  compression  in  the 
other  simple  truss  at  one  panel  length  nearer  the  centre  ; 
and  similarly  in  the  lower  chord  of  the  double  truss,  the 
tension  at  any  panel  point  is  equal  to  the  tension  at  the 
same  point  of  one  of  the  simple  trusses,  added  to  the 
tension  in  the  other  simple  truss  at  one  panel  length 
nearer  the  abutment. 

Therefore,  making  x'  of  Eq.  (49)  equal  to  x  -{-  p,  and 
adding  the  equation  so  changed  to  Eq.  (48),  we  have, 

__  wx       wx*        wp        wpx        ivp* 
''  ~"          '  "~  ~ 


w  . 

<50> 


for  the  compression  in  the  members  of  the  upper  chord 
on  the  abutment  side  of  the  points  1,  1,  &c. 

And  making  x  of  Eq.  (48)  equal  to  x'  -f-  p,  and  add- 
ing to  (Eq.  (49),  we  have, 


__  wxf       ivp        WXH        wpx'       wp 
'""  ~~~     ~  ' 


for  the  compression  in  the  members  of  the  upper  chord 
on  the  abutment  side  of  the  points  2,  2,  2,  &c. 

In  these  and  the  subsequent  equations  x  cannot  have 

I 

a  value  greater  than  s~,  because  the  simple  trusses   are 

not  symmetrical,  as  in  t&  previous  cases,  beyond  the 
centre. 
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Making  x'  of  Eq.   (49)   equal   to  X  —  p  of  Eq.  (48) 
and  adding  the  two,  we  have, 


wx        wp 
~  ~ 


wpx       WP* 


<52> 


for  the  tension  in  the  members  of  the  lower  chord  of  the 
double  truss  on  the  centre  side  of  the  points  of  Simple 
Truss  No.  1. 

And  making  x  of  Eq.  (48)  equal  to  x —  p  of  Eq. 
(49)  and  adding  the  two,  we  have, 

_     wx'      wp      wx'*      wpx'      wp* 

•"•  rt  .f  A  ,1  ~cT.JT  ~\~      0.7/         I 


27  —2<flV"—  2/  —  ~8<fl'     "    (58) 

for  the  tension  in  the  members  of  the  lower  chord  of  the 
double  truss  on  the  centre  side  of  the  points  of  Simple 
Truss  No.  2. 

70. — Let  there  be  an  odd  number  of  panels  on  either 
side  of  the  centre  panel  as  in  Fig.  24, 

212121121212 


2121211     212     12 
Fig.  24. 


and  numbering  the  trusses  as  before,  Simple  Truss 
No.  1  has  now  a  half  panel  at  either  end,  while  the  end 
panels  of  Simple  Truss  No.  2  are  uniform  with  the 
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others.     Truss  No.  1  still  supports  one  panel  load  more 
than  Truss  No.  2,  but  the  moment  of  the  load  0:1  the 


segment  x  is 


wx*       wp* 


IT'  'IP 

whence, 

wx        wpx       wx*        wp* 

-       - 


as  the  horizontal  strain  in  Simple  Truss  No.  1. 

The  moment  of  the  load  oft  segment  x'  of  Simple 

wx'9 
Truss  No.  2  is  -7-77,  whence, 


_    wx'       wx'*       wpx'  ,     , 

"  "        " 


15    "    5  " 

Following  the  same  process  as  before,  substituting 
and  adding,  AVC  obtain  the  same  results,  that  is,  Eq.  (50) 
for  compression  in  the  upper  chord  at  the  points  1,1, 
&c.  ;  Eq.  (51)  for  compression  in  the  same  chord  at  the 
points  2,  2,  &c.  ;  Eq.  (52)  for  tension  in  the  lower  chord 
at  the  points  1,  1,  &c.,  and  Eq.  (53)  for  tension  in  the 
same  chord  at  the  points  2,  2,  &c. 

Hence  we  see  that  these  equations  are  nob  affected 
by  the  panels  at  the  ends  of  the  simple  trusses,  but  that 
Eqs.  (50)  and  (52)  belong  to  the  panel  points  of  that 
simple  truss  whose  braces  form  the  centre  panel,  and 
Eqs.  (51)  and  (53)  belong  to  the  points  of  the  other 
simple  truss 

71.  —  It  will  lead  to  less  confusion,  therefore,  to 
measure  the  points  from  the  centre  of  the  truss,  as  well 
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as  render  the  equations  simpler;  putting  in  Eq.  (50), 
-^  —  2  for  x  j  z  being  the  distance  from  the  centre  of  the 
truss  to  the  same  point  to  which  x  is  measured,  we  have, 


TT    - 


Me 

for  upper-chord   compressions   at   the  panel   points  of 
Simple  Truss  No.  1. 

In  Eq.  (51).  putting  ^- . —  z'  for  a?',  we  have, 
TT       wl        w  pV      Siop* 

f-T   —  /-/  i        £_  /  f^7i 

**•  ~  «// —  o^v2  —  o  M~  «,// '   •    •    •    \9i) 


for  upper-chord  compressions   at   the  panel   points  of 
Simple  Truss  No.  2. 

In  Eq.  (52),  putting  ~  --  z  for  a?,  we  have, 


for  lower-chord  tensions  at  the  panel  points  of  simple 
Truss  No.  1. 

In  Eq.  (50),  putting  ^  --  z'  for  a?',  we  have, 

z 

H  --—       —  <V4-^V      '^ 
-"H'2j  '  "SdT 


for  lower-chord  tensions  at  the  panel  points  of  Simple 
Truss  No.  2. 

72.  Vertical  Strain  from  the  Constant  Load.  —  Under 
a  uniformly  distributed  load,  the  vertical  strains  in  one 
simple  truss  are  unaffected  by  those  in  the  other,  and 
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the  equations  are  therefore   to  be  deduced,  as  before, 
from  the  simple-  truss  horizontal  equations.      (32) 

From  Eq.  (48)  or  Eq.  (54)  we  obtain  for  Simple 
Truss  No.  1, 

w        wu       wp 

y     T-  "2T  +  IT  '   '     '     C6°) 

From  Eq.  (49)  or  Eq.  (55),  for  Simple  Truss  No.  2, 
w        wu'       wp 


u  and  u'  being  the  distances  to  the  centres  of  the  panels 
of  the  simple  trusses,  and  whenever  either  simple  truss 
begins  with  a  half  panel,  u  or  u'  in  the  equation  which 
belongs  to  that  truss  must,  be  made  equal  to  zero.  It 
will  be  noticed  that  the  constant-load  vertical  equations, 
like  the  compound-truss  horizontal  equations,  are  un- 
affected by  the  terminations  of  the  simple  trusses  ;  but 
are  determined  in  their  application  to  either  simple  truss 
by  the  position  of  the  braces  of  that  truss  at  the  centre. 

73  —  If  the  difference  in  the  successive  values  of  u  and 

u'  be  constant  when  these  quantities  exceed  —  ,  each  will 

z 

then  represent  the  distances  to  the  centres  of  the  panels 
of  the  other  simple  truss  than  that  for  which  the  equa- 

(u  ) 
tion  in  which  it  is  found  was  obtained.     That  is,  •]    ,[•  of 

(*•  ; 
Eq.       ,  (•  ,  which,  when  less  than  ^  is  the  distance  from 


one  abutment  to  the  centre  of  any  panel  point  of  Simple 

(!)  I 

Truss  J2fbcpomes,  when  greater  than  ~-,  the  distance 


76  A   TREATISE    ON 

from  the  same  abutment  to  the  centre  of  any  panel  of 

Simple  Truss  j , 

\    i 

Further,  when  u  or  u'  becomes  greater  than  ^-,  the 

equation  to  which  it  belongs  gives  the  vertical  strain  in 
the  other  simple  truss,  or  that  one  to  the  centres  of  whose 

panels  it  now  represents  the  distances;  that  is  Eq.  - ,!,  !• 

,  7 

when  }ul  is  greater  than  ^  gives  the  vertical  strain  in 
(it  }  2 

(2 ) 
Simple  Truss  No.   -  .  J  passing  to  the  abutment  opposite 

that  from  which  -;  ',[  is  measured.     For  Eq. 

(U  ) 


v      '"       w  i 

4--2?<u— IT 

becomes,  when  u  is  greater  than  ~-,  and  consequently 

Zt 

equal  to  I — u', 

TT  '  (  W  W    ,  P     \\ 

v  =  -  IT -«<»'+£  Jf' 

or  the  same  as  Eq.  (61)  when  u'  is  measured,  as  indi- 
cated by  the  minus  sign,  from  the  opposite  abutment ; 
and  similarly  is  Eq.  (61)  changed. 

74.  Vertical  Strains  from  the  Moving  Load. — It  will 
be  seen  from  the  plan  of  the  truss,  Fig.  23,  that  th: 
passing  load,  before  reaching  the  centre,  transmits  that 
portion  of  its  weight  which  is  borne  by  the  farther  abut- 
ment through  the  counterbraces  from  one  of  the  simple 
trusses  to  the  other.  One  half  of  one  simple  truss  bein;i 
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thus  connected  with  the  opposite  half  of  the  other,  we 
have  two  other  simple  trusses  in  this  same  double  truss, 
different  from  the  former  simple  trusses,  and  in  their  ver- 
tical action  under  a  moving  load  entirely  independent  of 
cac'.i  cti.er;  they  are  shown  in  Figs.  25  and  26. 

AB      D      FHKM       O      Q       SIT       W 


V   W 


Either  of  these  is  simply  the  other  reversed.  In  this 
case,  as  well  as  in  any  combination  of  simple  trusses,  any 
number  of  panels,  in  either  simple  truss,  extending  from 
one  end  may  be  considered  as  fully  loaded  without 
throwing  any  weight  upon  the  panel  point  outside  the 
load  as  in  the  case  of  the  Simple  Truss  (54). 

Let  the  moving  load  extend  any  distance  from  the 

[   .   i,  |  end   of  truss  of  Fig.  jo'^r,  or  that  abutment 
on   which  a  half  panel  end  of  the  simple  truss  rests, 


then, 


V 


4P 


is  the  reaction  of  the  opposite  abutment,  and  the  great- 
est vertical  strain  at  any  point  from  the  moving  load 
passing  to  the  unloaded  abutment,  w'  being  the  weight 
of  the  full  movable  load. 
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But  if  the  load  extend  from  the  opposite  abutment, 
or  that  on  which  a  full  panel  end  of  one  of  these  trusses 
rests  ;  then  Eq.  (45), 


will  give  the  reaction  of  the  opposite  abutment  and  the 
greatest  vertical  strain. 

These  equations  depend  for  their  application  upon 
the  length  of  the  end  panel  of  the  simple  truss  upon 
which  the  load  enters,  and  are  not  affected  by  the  length 
of  the  panel  at  the  other  end  of  this  simple  truss.  Arid 
since  either  simple  truss  may  have  a  full  or  half  panel, 
as  the  double  truss  contains  more  or  less,  either  of  the 
moving-load  equations  may  be  added  to  either  of  the 
simple-truss  constant-load  equations.  There  is  no  dif- 
ficulty, however,  in  determining  how  the  addition  is  to 
be  made  in  any  case. 

If  the  moving  load  extend  from  the  half  panel  end 

of  the  trusses  of  Fig.  25  and  Fig.  26,  and  cover  more 

W'(l  —  liy 
than  half  the   truss,  then   it  is   plain  that  —  ^—r^  — 

must  be  added  to  the  equation  of  that  simple  truss  which 

has  a  full  panel  end,  since  it  is  the  braces  of  this  truss 

w>n  _  u\* 
that  transmit  the  strain  --  j»  --  to  the  unloaded  abut- 

ment ;  and  if  the  load  covers  less  than  half  the  truss, 

w'(l  —  uV  .  f    , 

then  —    „      -  is  acting  upon  the  braces  01  the  other 
4t 

simple  truss  between  the  end  of  the  load  and  the  centre 
of  the  truss.  Hence  we  have  this  simple  rule  : 
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*  is  to  be  added  to  the  equation  of  that  sim- 

ple truss  which  has  full  panel  ends. 

w' 
Similarly  it  may  be  shown  that  -r^  [(£  —  u)* —  p'~\  is 

to  be  added  to  the  equation  of  that  simple  truss  which 
has  half  panel  ends. 

?5.  Example  of  the  Application  of  the  Vertical  Equa- 
tions.— 

In  Fig.  23,  let    I  =  210  feet,  the  length  of  the  truss, 

d  =    20  feet,  the  depth  of  the  truss, 

p  =     10  feet,  the  length  of  a  panel, 

w  =  105  tons,  the  weight  of  the  truss, 

w'  =  210  tons,  the  weight  of  a  full 

movable  load. 

Since  Simple  Truss  No.  1  has  full  panel  ends,  we 
have, 

-    -    -     (62) 


for  the  maximum  vertical  strains  in  the  braces  of  this 
simple  truss,  and  in  the  counterbraces  of  Simple  Truss 
No.  2. 

Substituting  the  values  of  the  constants  in  Eq.  (62) 
we  have, 


V  _ 


21Q(21Q  ~-  ^)3  5          105  10 

' 


, 
4X(210)'  4      ~  2x^10^'      "'.* 

(210  — 


84Q 


+  2G.25  •-  0.25  (u  -  5). 
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This  gives  the  maximum  strains  in  the  struts.  For  the 
tension  in  the  ties,  Eq.  (G2),  must  be  multiplied  by  1.414, 
the  secant  of  the  angle  made  by  the  ties  with  the  ver- 
ticals ;  whence  we  can  form  the  following  table : 


Values 

of  u.  • 

10 

30 

50 

70 

90 

110 

130 

Strains 
in  Tons. 

75 

58.6 

45.5 

33.3 

22.1 

11.9 

2.G 

Compres- 
sion in 

Ww  & 
Aa 

Uu& 
Cc 

Ss& 
Ee 

Qq  & 
Gg 

Oo  & 
li 

Mm  & 
LI 

Kk  & 
NT 

Strains 
in  Tons. 

106.1 

82.9 

64.0 

47.1 

31.2 

16.8 

3.7 

Tension 
in 

Wu& 
Ac 

Us  & 
Co 

Sq   & 

Eg 

Qo  & 
Gi 

Om  & 
11 

Mk  & 
Ln 

Kh  & 
Np 

The  strains  in  the  end  braces,  that  is,  the  end  strut 
nnd  the  ties  attached  to  it,  in  this  and  in  the  next  table, 
are  determined  as  follows  :  It  will  be  seen  by  referring 
to  the  double  truss  with  an  even  number  of  panels,  that 
the  strain  on  the  end  ties  of  either  simple  truss  is  the 
same  as  if  it  had  been  obtained  from  the  constant-load 
vertical  equation,  with  w'  +  w  substituted  for  w,  or  the 
same  as  where  the  truss  is  fully  leaded.  This  is  because 
the  simple  trusses  are  entirely  independent  of  each  other, 
in  their  vertical  action  either  under  a  full  or  a  partial  load. 
But  in  the  present  case,  when  the  truss  is  partially  load- 
ed, one  half  of  one  simple  truss  is  connected  by  the 
counterbraces  to  the  opposite  half  of  the  other  simple 
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truss,  and  strains  come,  more  or  less,  upon  these  counter- 
braces,  until  the  opposite  halves  of  the  same  simple  truss 
are  fully  loaded,  then  the  counterbraces  are  released,  and 
the  moving-load  equation  is  no  longer  applicable.  Hence, 
in  this  case,  the  greatest  strains  upon  the  end  braces> 
which  are  when  the  truss  is  fullv  loaded,  are  to  be  deter- 

•/  ' 

mined  from  the  simple-truss  constant-load  vertical  Eqs. 
(60)  and  (61),  w  of  these  equations  being  changed  to 
w'-\-  w. 

Since  Simple  Truss  No.  2  has  half  panel  ends,  we 
have, 


w'  .  .  w       w 


V  •  =  -^  1(1  -  uj-p*}  +.  j-  -  •  -jfW+p),   -    (63) 

for  the  maximum  vertical  strains  in  all  the  braces  of  this 
simple  truss,  and  in  the  counterbraces  of  Simple  Truss 
No.  1. 

Substituting  the  constants  in  Eq.  (63)  we  have, 


105  10 


2x210^- 


This  "ives  the  maximum  strains  in  the  struts;  for  the 

c 

strains  in  the  ties,  we  must  multiply  Eq.  (63)  by  1.414, 
as  before,  except  for  the  end  ties,  when  it  is  multiplied 
by  1.118  (the  secant  of  their  angle);  whence  we  can. 
form  the  following  table : 

>-j 
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Values 
of  u'. 

0 

20 

40 

60 

80 

100 

120 

Strains 
iu  Tons. 

75 

62.9 

49.3 

86.7 

25 

14.4 

4.5 

Compres- 
sion in 

Ww& 

Aa 

Vv& 
Bb 

Tt  & 
Dd 

Er  & 
Ff 

Pp  & 
Hh 

Nn& 

Kk 

LI  & 

Mm 

Strains 
in  Tons. 

83.9 

88.9 

67.7 

51.9 

35.4 

20.2 

6.4 

Tension 
in 

Wv& 
Ab 

Vt  & 
Ba 

Tr  & 
Df 

Rp  & 
Fh 

Pn  & 
Hk 

Nl  & 
Km 

Li  & 
Mo. 

It  will  be  observed  that  the  struts  LI  and  Mm  are 
common  to  both  trusses,  and  are  subjected  to  a  greater 
strain  by  Eq.  (62),  and  that  Kk  and  Nn  are  also  com- 
mon, but  subjected  to  greater  by  Eq.  (63),  or  when  the 
longer  segment  is  loaded.  The  compression  upon  the 
end  struts  Aa  and  Ww,  from  the  passing  load,  75+75 
=  1 50  tons,  the  sum  of  the  strains  in  the  simple  trusses. 

76.  The  Quincy  Railroad  Bridge.— The  longest  span 
of  this  bridge  offers  an  excellent  opportunity  for  the 
application  of  the  preceding  formulae,  as  it  is  divided 
into  an  odd  number  of  panels,  with  end  panels  differing 
from  the  others,  arid  probably  presents  as  complicated 
•an  example  of  the  double  truss  as  is  likely  to  occur. 
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QUINCY  RAILROAD  BRIDGE. 
Fig.  27. 

*  Let     I  —  247  feet,  the  length  of  the  truss, 
d  =     26  feet,  the  depth  of  the  truss, 
^>  =    13  feet,  the  length  of  a  panel, 
z0  =  198,150  Ibs,,  the  weight   of    the   truss, 

uniformly  distributed. 
wr  =  328,750  Ibs.,  the  weight  of  the  uniform 

full  movable  load. 

Ln  this  case,  the  panel  points  of  Simple  Truss  No.  1,  or 
the  simple  truss  whose  braces  form  the  centre  panel,  are 
Iv,  1,  M,  n,  O,  p,  Q,  r,  S  and  t,  to  the  right  of  the  centre ; 
and  to  the  left,  I,  k,  G,  h.  E,  f,  C,  d,  A  and  b ;  the  re- 
maining points  are  those  of  Simple  Truss  No.  2.  In 
the  upper  chord,  the  uniformity  of  the  double  truss  ex- 
tends from  A  to  S,  and  in  the  lower  chord,  from  c  to  s ; 
Eqs.  (56,  57,  58,  59)  will  therefore  apply  between  those 
points,  for  the  horizontal  strains ;  from  a  to  c  and  from 
s  to  u,  the  horizontal  tension  is  readily  found  from  the 
moment  of  the  reaction  of  the  abutment  around  A  or  S. 
This  tension  being  greatest  under  a  full  load,  where 

qyf-L-iV 

— ; —  is  the  reaction  of  the  abutment,  whence  we  have, 

22 

deducting  half  panel  load  on  the  abutment, 

*  These  dimensions  and  weights  are  from  the  description  of  the  Quincy 
Bridge  by  Mr.  T.  C.  Clarke,  C.  E. 
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wp      iup*    _  (w'+w)p       ( 
'"*d~"M'~- ~lT~ 
for  the  strain  in  a  c  and  s  u. 

Substituting  the  values  of  the  constants  in  Eq.  (50), 
fv  being  equal  to  w'-\-  iv,  we  have, 

(328,750+198,150)  X  247       328,750+198,150 


H 


#X26  2X26X247 

13\"      (328,750+198,150)13' 

(z -I 


2V  8x26x247 

=  623,961  —  41.023(z  —  6.5)', 

Here,  z  is  the  distance  from  the  centre  to  the  panel 
points,  and  as  this  equation  belongs  to  Simple  Truss 
No.  1,  the  different  values  of  z  are  6.5,  32.5,  58.5,  84.5, 
and  the  amount  of  compression,  given  by  the  substitu- 
tion of  these  different  values  of  z  in  the  equation,  is  con- 
tained in  that  member  of  the  upper  chord  on  the  abut- 
ment side  of  the  points  to  which  z  is  measured. 

Substituting  the  values  of  the  constants  in  Eq.  (57) 
we  have, 

H  =  630,894  —  41.023(2  —  6.5)' : 

z  is  here  the  distance  from  the  centre  to  the  panel  points 
of  Simple  Truss  No.  2,  and  its  values  are  consequently 
19.5,  45.5,  71.5,  and  97.5,  by  the  substitution  of  which, 
in  the  equation,  we  obtain  the  compression  in  the  upper- 
chord  members  on  the  abutment  side  of  the  point  to 
which  z  is  measured. 
Eq.  (58)  becomes 

H  =  630,894  —  41.023  (z  +  6.5)'. 
tension  in  the  lower  chord  on  the  centre  side  of  panel 
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points  of  Simple  Truss  No.  1,  values  of  z  being  6.5,  32.5, 
58.5,  and  84.5  ;  and  Eq.  (59)  becomes 

H  =  653,961  —  41.023  (z  +  6.5)', 

tension  in  the  lower  chord  on  the  centre  side  of  panel 
points  of  Simple  Truss  No.  2,  the  values  of  z  being  19.5 
45.5,  71.5,  and  97.5. 

The  strains  in  the  lower  chord  are  the  same  in 
amount  as  those  in  the  upper  chord  between  the  same 
inclined  braces,  and  consequently  the  lower-cord  equa- 
tions are  only  needed  in  this  case  to  obtain  the  strain  in 
c  d  and  r  s. 

From  these  equations,  by  the  substitution  of  the  dif- 
ferent values  of  z,  we  can  form  the  following  table  of 
strains  in  the  chords 


Values 

of  z. 

6.5 

19.5 

32.5 

45.5 

58.5 

71.5 

84.5 

97.5 

Strains  in 
Ibs. 

623961 

623961 

596229 

568498 

513035 

457571 

374377 

291182 

Compres- 
sion in 

HI,  IK 
&KL 

GH& 
LM 

FG& 
MN 

EF& 
NO 

DE& 
OP 

CD& 
PQ 

BC& 
QR 

AB& 
RS 

Strains  in 
Ibs. 

623C61 

596229 

568498 

513035 

457571 

374377 

291182 

180256 

124792 

Tension 
in 

kl 

ik& 
1m 

hi& 
mn 

gh& 
no 

tg& 
op 

ef  & 

pq 

de  & 
qr 

cd& 
rs 

ab,  be, 

st&-tu 

The  load  is  upon  the  lower  chord,  consequently  the 
struts  have  the  same  vertical  strain  as  those  ties  to  the 
upper  ends  of  which  they  are  attached. 
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In  the  figure,  the  counterbraces  needed  under  the 
effects  of  the  moving  load  are  shown  by  the  dotted  lines. 
In  the  bridge  itself  there  are  counterbraces  from  every 
point  in  the  lower  chord,  except  the  points  b  and  t  ; 
why  the  reason  which  compels  the  insertion  of  these 
superfluous  counterbraces  is  not  applicable  to  these  two 
points  it  is  impossible  to  say. 

When  the  moving  load  covers  part  of  the  truss,  1)  ami 
t  may  be  considered  as  belonging  to  Simple  Truss  No.  17 
for  the  other  might  be  removed  and  this  one  would 
support  these  points. 

In  which  case  this  simple  truss,  then,  has  end  panels 
of  half  the  length  of  the  others  ;  that  is,  it  has  a  panel 
point  distant  from  the  abutment  half  the  length  of  one  of 
its  panels  ;  and  being  connected  with  Simple  Truss  No.  2 
at  the  centre  by  the  counterbraces,  the  maximum  vertical 

strain  in  the  braces  of  the  latter,  when  u  is  less  than  -p 
and  in  the  counterbraces  of  No.  1,  when  u  is  greater  than 

•£-,  is,  from  the  moving  load, 

2 

v  =  -£</-«)•, 

u,  as  before,  being  the  distance  from  the  abutment  to  the 
centre  of  the  panel  in  which  are  the  braces  whose  strains 
are  to  be  determined  ;  and  adding  to  Eq.  (61),  we  have 
for  the  total  vertical  strain, 


v=      <i-  „)•  +    _     ,„  +     .    .   .    (64) 

The  part  of  the  moving  load  borne  by  the  points  b  and 
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t  may  be  considered  as  belonging  to  either  simple  truss ; 
since  the  distance  of  one  of  these  points  is  p  from  the 
nearest  abutment,  when  it  is  loaded,  the  reaction  of 


the  farther  abutment  is  plainly    (8)    ~w~.      When  the 

load  enters  Simple  Truss  No.  2,  which  has  uniform  end 

panels,  the  vertical  moving-load  strain  from  it  is  Eq.  (45)., 

/  i  * 

Iff  IV  f) 

~rjr\J(l  —  u'Y  —  £>"]  5  to  which  add  —  «—  and  constant-load 
strain,  Eq.  (60),  and  we  have, 

v  = 

for  the  total  maximum  vertical  strains  in  the  braces  of 
No.  1  when  u'  is  less  than  ^-,  and  in  the  counterbraces 

of  No.  2  when  greater  than  «- 

The  ambiguity  in  regard  to  the  load  on  the  points 
b  and  t  .renders  it  necessary  to  provide  in  one  simple 
truss  for  a  slight  excess  of  strain.  This  arises  from  the 
fact  that  the  symmetry  of  the  truss  is  broken  at  these 
points. 

Substituting  the  values  of  the  constants  in  Eq.  (64) 
we  have, 

328,750  198,150       198,150 

V  =  ' 


~  —         ~  2247 

1.347(247  —  ^)2+49,537.5  —  401.1(^+6.5), 

compression  in  the  struts  of  Simple  Truss  No.  2,  and 
vertical  component  •  "'  the  tension  in  the  ties.    V  X  1.414 
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gives  the  longitudinal  strain  of  the  latter.  Whence  we 
have  the  following  table  of  strains  in  the  braces  of  this 
truss : 


Values  of  u. 

13 

39 

65 

91 

117 

143 

Strains  in  Ibs. 

124,016 

89,564 

65,477 

43,211 

22,765 

Compression  in 

Su  &  Aa 

Ks  &  Be 

Pq&De 

No&Eg 

Lm&Hi 

Strains  in  Ibs. 

124,016 

126,643 

95,584 

61,100 

32,189 

5,&58 

Tension  in 

Ss&Ac 

Rq&Be 

Po&Dg 

Xm  &  Fi 

Lk&Hi 

Ih&Kn 

The  compression  in  Aa  and  Su,  arid  the  tension  in 
Ac  &  Ss  is  obtained  from  constant-load  equation,  w 
made  equal  to  w'-\-  w,  and  multiplied  by  1.118,  the 
secant  of  the  angle  of  these  two  braces.  When  u  =  1  30, 
the  strain  in  Ik  and  Ell  is  less  than  when  the  opposite 
segment  of  the  truss  is  loaded. 

Substituting  the  values  of  the  constants  in  Eq.  (65), 
we  have, 


198,150 
•-2X247^-6.5) 

=  1.347  (I—  t*)'+  50,220  —  401.1  (u  —  6.5), 

compression  in  the  struts  of  Simple  Truss  No.  1,  and 
vertical  component  of  the  tension  in  the  ties  ;  VX  1.414 
gives  the  longitudinal  strain  in  the  latter,  the  strain  in 
the  end  braces  from  the  constant-load  equations,  as  be« 
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fore;  whence  we  have  the  following  table  of  strains  in 
the  braces  of  this  truss : 


Values  of  u. 

26 

52 

78 

104 

1 
130 

Strains  in  Ibs. 

124,016 

83,190 

60,013 

38,658 

19,122 

Compression  in 

Su  &  Aa 

Qr&Cd 

Op&Ef 

Mn  &  Gh 

Kl&Ik 

Strains  in  Ibs. 

156,850 

117,631 

84,858 

54,662 

26,028 

Tension  in 

Sr&Ad 

Qp&Cf 

On&Eh 

Gk&Ml 

Ki  &  Im 

As  the  compression  upon  Su  and  Aa  comes  from 
both  simple  trusses,  we  have  for  its  total  amount, 
124,016+124,016+27,732X1.118  =  279,035  Ibs. 

The  tension  upon  Ab  and  St  is  the  weight  of  a  full 
panel  load,  27,732  Ibs. 

All  the  counterbraces  needed  in  this  truss  are,  Ih, 
Im,  Ki,  Kn,  Lk,  HI,  Hi,  Ik,  Kl,  and  Lm. 
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CASE   IV. — A   TKIPLE    TRUSS   CONTAINING    AN     EVEN   NUMBER 
OF   PANELS. 

77. — Let  Fig.  28  represent  a  triple  truss  divided  into 
an  even  number  of  panels. 

132132132132123123123123  1 


132132132132123123  1231231 

Fig.  28. 


Let  I  =  the  length  of  the  truss, 
d  —  the  depth  of  the  truss, 
p  =  the  length  of  a  panel, 

w  =  the  weight  supported   by  the   truss,    uni- 
formly distributed, 

x,  x'  x"  =  the  distances  from  one   abutment   to   the 
panel  ends, 

3p  „ 

u  &c.  —  x  +-p  &c. 

H  &  V  =  the  horizontal  and  vertical  strains. 


78.  Horizontal  Strains. — Under  the  maximum  uni- 
form load,  in  which  case  the  horizontal  strains  are  the 
greatest,  this  truss  may  be  considered  as  divided  into 
three  simple  trusses  whose  vertical  strains,  or  strains 
having  vertical  components,  do  not  in  any  way  affect 
each  other. 
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These  simple  trusses,  with  the  counterbrac*™  shown 


LJ 


by  the   dotted   lines   in   Fig.    28    removed,   are,  Truss 
No.  1,  Fig.  29,  whose  braces  meet  at  the  centre ;  Truss 


Fig.  30. 


No.  2,  Fig.  30,  whose  braces  come   next ;    and   Truss 
No.  3,  Fig.  31. 


Fig.  31. 


The  regular  panels  of  these  simple  trusses  are  equal 
to  three  panels  of  the  triple  truss  in  length ;  Simple 
Truss  No.  1  is  uniform  throughout,  and  having  a  full 
panel  length  at  the  end  may  be  considered  as  sup- 
porting the  half  panel  loads  resting  upon  the  abut- 
ments. The  end  panels  of  Simple  Truss  No.  2  are 
t  \vo-thirds,  and  the  end  panels  of  Simple  Truss  No.  3 
one-third  the  length  of  their  other  panels  ;  and  the  sym- 
metry of  both  is  broken  at  the  centre. 

Under  the  uniform  full  load  each  simple  truss  bears 

w 

one- third  the  weight,  or  -^ ;   the  reaction  of  each  abut- 


M' 

merit    upon    Simple   Truss   No.    1,   is    therefore  •— ;  the 
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IUX 

weight  upon  a  segment  of  the  truss,  £  of  irr    x  being 

the  distance  from  the  abutment  to  the  panel  points  of 
the  truss  hence, 


is  the  horizontal  strain  in  the  upper  and  lower  chords  oi 
Simple  Truss  No.  1. 

In  simple  Truss  No.  2,  the  reaction   of   the  abut- 

w 
rnent  is  -^,  the  weight  upon  any  segment  of  the  truss  is 

w 
1  of  -j(xf  —  2p),  (x1  being  the  distance  from  the  abutment 

to  a  panel  point  of  this  truss,  and  confined  to  values  les^ 
than  -^),  and  the  distance  of  the  centre  of  gravity  of  this 


x'     p 
weight  from  the  point  to  which  x'  is  measured,  is  -g  -f-ij  » 

whence  we  have,  for  the   moment  of   the  load  on  a/, 
up* 


_ 
'-  6d"  Qdl  "      Ml"  Sdl 

is  the  horizontal  strain  in  the  upper  and  lower  chords  of 
Simple  Truss  No.  2. 

Similarly,  in  Simple  Truss  No.  3,  the  reaction  of  each 

w  w 

abutment  is  TT,  the  load  on  x"  is  ^  of  ~j(x"—  p),(x  '"  bein^ 

the  distance  from  the  abutment  to  a  panel  point  of  this 

l\ 
truss,  and  confined  to  values  less  than  s?.J,  and  the  dis- 
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tance  of  its  centre  of  gravity  from  the  point  to  which  x" 

SB" 

is  measured  is  -~r  +  p,  whence  we  have  for  the  moment 


,   .     .      .          „    —  WP%        wp* 

of  the  load  on  x  ,      ..7  4-      ,.7     —  --777-  » 

Dt  Dfc                   O6 

Therefore, 

wx"        ttu1"1  wp^"       wp* 

**  =  1^7        1^7T  "TwT  +  "^7T    -    •     -     (68) 


is  the  horizontal  strain  in  the  upper  and  lower  chords  of 
Simple  Truss  No.  3. 

These  equations  give  the  strains  in  the  simple  trusses 
on  the  abutment  sides  in  the  upper,  and  on  the  centre 
sides  in  the  lower  chord,  of  the  points  to  which  x,  x'  and 
x"  are  measured  ;  the  strain  in  the  upper  chord  of  the 
triple  truss,  at  any  panel  point,  is  the  strain  in  that  sim- 
ple truss  whose  panel  point  is  at  the  same  place,  added 
to  the  simple-truss  strains  at  the  next  two  panel  points 
towards  the  centre  ;  and,  in  like  manner,  the  strain  in  the 
lower  chord  of  the  triple  truss,  at  any  panel  point,  is  the 
strain  in  one  simple  truss  at  the  same  point,  added  to  the 
simple-truss  strains  at  the  next  two  panel  points  towards 
the  abutment.  Hence,  to  find  the  compression  in  the 
triple  truss  at  the  panel  points  of  Simple  Truss  No.  1, 
we  must  make  x"  of  Eq.  (68)  equal  to  x  +  p,  xf  of  Eq. 
(67)  equal  to  x  +  2p,  and  add  the  equations  so  changed 
to  Eq.  (66)  ;  performing  this  operation,  we  obtain, 

wx       wx*       wp       wpx 

'•^d-"2dl+'2d-  ~dT' 


For  the  compression  in  the  triple  truss,  at  the  panel 
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points  of  Simple  Truss  No.  2.  make  x  of  Eq.  (GG)  equal 
to  a?'+_p,  x'"  of  Eq.  (68)  eq'nal  to  a?'-f  2p,  and  then,  add. 
ing  to  Eq.  (67),  we  have, 

_  wx'       wx'a       wp       wpx'      wp* 
''~'~       +  ~U~    ~dl'"2dl 


For  the  compression  at  the  panel  points  of  Simple  Truss 
No.  3,  in  the  triple  truss,  make  a/  of  Eq.  (67)  equal  to 
x'f-{-  p,  x  of  Eq.  (66)  equal  to  x  +  2p,  and,  adding  to 
Eq.  (68).  we  have, 


_    wx"       wx"*       wp       wpx" 
~2d  '     ~2dT  "25"      ~dT" 

the  same  as  Eq.  (69)  ;  or,  but  two  equations  are  re- 
quired for  the  upper  chord,  one,  Eq.  (69),  for  the  points 
of  Simple  Trusses  No.  1  and  No.  3,  and  one,  Eq.  (70). 
for  the  points  of  Simple  Truss  No.  2. 

In  the  lower  chord,  by  a  similar  process,  and  substi- 
tuting —  p  and  —  2p  for  p  and  2^>,  we  obtain  one  equa- 
tion, 

__  wx       wx9       wp        wpx 
'""         ~"~    ~ 


for  the  tension  in  the  triple  truss  at  the  panel  points  of 
both  Simple  Trusses,  Nos.  1  and  2,  and, 

__  wx"       wv"*       wp       wpx"       wp* 
"23"  "     ~M  ~  "Jd  +  ~dT     ~  23? 

for  the  tension  in  the  triple  truss  at  the  panel  points  of 
Simple  Truss  No.  3. 

These  equations,  giving  the  maximum  strains  in  the 
chords  of  the  truss  of  Fig.  28,  will  remain  the  same  sc 
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long  as  the  truss  contains  an  even  number  of  panels, 
and  are  not  affected  by  the  end  panels  of  the  simple 
trusses.  That  is  to  say,  if,  in  the  case  supposed,  anothei 
panel  be  added  at  either  end,  though  Simple  truss  No.  1 

tO  7)  \          7/  *  T) 

will  then  support  \(w  —  —  =  —  J  +  -—-;  Simple  Truss  No.  2, 

the  same,  and  Simple  Truss  No.  3,  \{w  --  j1  )5the  same 

equations  will  still  apply  ;  the  trusses  being  numbered,  as 
in  this  case,  from  the  centre.  It  must  be  remembered 
that  the  moment  of  the  load  on  any  simple  truss  is  not 
affected  by  the  proportion  of  the  full  load  which  it  bears, 
but  depends  upon  the  length  of  the  end  panel  of  that 
simple  truss.  For  example,  if  this  truss  be  lengthened 

two  panels,  Simple  Truss  No.  1  bears  —  --  ~,  but  the 

o  o 

moment  of  the  load  upon  it  is,  because  its  end  panel  is 
one-third  the  length  of  its  other  panels,  the  same  as  the 
moment  of  the  load  upon  Simple  Truss  No.  3,  in  the 
example  above,  which  has  a  panel  of  equal  length,  or, 

wx        u'px       WP* 


This  is  because  the  centre  of  gravity  is  affected  by  the 
length  of  the  end  panel. 

79.    Strain   in    the   Second    Lower-Chord   Members.— 

In  the  lower  chord,  as  the  equation  applies  to  the  abut- 
ment end  of  anv  member,  it  is  evident  that,  to  obtain 

tt 

the  strain  in  the  second  member  from  the  abutment,  we 
require  the  simple-truss  strain  for  the  point  next  the 
abutment,  added  only  to  the  simple-truss  strain  at  the 
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panel  point  on  the  abutment,  as  the  latter  is  the  only 
panel  point  on  the  abutment  side  which  may  be  added 
to  the  former.  But  making-  #,  in  the  equation  of  the 
latter  simple  truss,  zero,  this  strain  becomes  zero,  and 
we  need,  consequently,  only  the  simple-truss  strain  at 
the  point  one  panel  length  from  the  abutment.  This 
strain  will  differ  as  the  point  may  belong  to  the  different 
simple  trusses,  and  is  simply  the  reaction  of  the  abut- 
ment upon  that  simple  truss  to  which  the  point  referred 
to  belongs,  multiplied  byjp  and  divided  by  d. 

If  the  point  belongs  to  Simple  Truss  No.  1,  the  re- 
action of  the  abutment  is  always, 


whence  we  have, 

__  wp        up* 

+  (74) 


for  the  strain  in  the  second  or  next  to  end  member  of 
the  lower  chord. 

If  the  point  belongs  to  Simple  Trnss  No.  2,  the  re- 
action of  the  abutment  is  always, 


wp 

1 1 


whence  we  have, 


__  wp 

~"' 


fcr  the  strain  in  the  second  member.     And  if  the  point 
belongs  to  Simple  Truss  No.  3,  the  reaction  of  the  abut- 

w 
ment  is  always  77-.  whence  we  have, 
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TT   -- 

' 


for  the  strain  in  the  second  member. 

There  is  no  strain  in  the  end  members  of  the  lower 
chord,  and  the  strains  in  all  the  other  members  may  be 
obtained  from  the  regular  equations  given  above. 

If  the  inclined  braces  were  struts,  instead  of  ties,  a 
similar  process  would  determine  the  strains  in  the  cor- 
responding members  of  the  upper  chord. 

8O.   Vertical    Strains   from  the   Constant  Load.  —  The 

vertical  equations  are  obtained  from  the  simple-truss 
horizontal  equations,  as  in  the  previous  cases,  because, 
under  a  full  load,  the  simple-truss  braces  are  uncon- 
nected, and  act  independently  of  each  other,  and  the 
difference  in  the  horizontal  strains  in  any  simple  truss 
at  x  and  at  x  +3p,  or  at  the  two  ends  of  a  panel,  is  the 
horizontal  component  of  the  strain  in  the  inclined  brace 
connecting  these  two  points,  and,  as  before,  the  ver- 
tical component  may  be  obtained  from  the  proportion, 
3p  :  d. 

In  Simple  Truss  No.  1,  if  the  end  panel  be  of  uni- 
form length  with  the  others,  or  equal  to  3p, 

„_  wx        wx* 
~'~~~~ 


is  the  horizontal  strain  ;  if  the  end  panel  =  2p,  it  be- 
comes 


TT     

7 


98  A    TEEATISE    ON 

and  if  the  end  panel  —  p,  it  is 

__  wx        wx*       up* 
''  ~     ~  '  ~~  '  ~ 


from  either  of  which  equations  we  obtain,  as  before, 

i>l-»  ----  (77) 

for  the  vertical  strain  from  a  constant  load  in  Simple 
Truss  No.  1,  u  being  equal  to  x  +  -£-,  or  the  distance  to 

Zi 

the  centre  of  a  panel  of  the  simple  truss.  Whence  we 
see  that  the  vertical  equation  is  independent  of  the  pro- 
portion of  the  whole  weight  which  the  simple  truss  may 
sustain. 

From  Eq.  (67)  we  obtain, 


for  the  vertical  strain   ia   Simple  Truss  No.  2.     And 
from  Eq.  (68)  we  obtain, 


for  the  vertical  strain  in  Simple  Truss  No.  3. 

In  these  equations,  u,  u',  and  u"  represent  the  distances 
from  one  abutment  to  the  centres  of  the  panels  of  the  three 
simple  trusses,  and  in  Simple  Truss  No.  1,  the  difference 
in  the  different  consecutive  values  of  u  is  uniform,  or 
•equal  to  3p;  this  is  true  of  u'  andw"  only  to  the  centre 
•of  the  truss,  because  the  simple  trusses  to  Avhich  they  be- 
long are  not  uniform  beyond  that  point.  If,  in  Eq.  (79). 
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u"  be  made  greater  than  ^  and  the  regular  increment 

in  its  values  be  kept  the  same,  3jo,  it  becomes  the  dis- 
tance to  the  centre  of  a  panel  of  Simple  Truss  No.  2, 
and  the  values  of  V  will  then  give  the  vertical  strains  in 
the  latter  truss  passing  to  or  sustained  by  the  abutment 
opposite  to  that  from  which  u"  is  measured.  This  may 
be  proved  by  making  u"  =  I  —  u'  whence  we  shall  have 
the  equation  of  Simple  Truss  No.  2,  with  the  minus 

sign.  Similarly,  if  u'  be  made  greater  than  ~-,  we  ob- 
tain the  vertical  strain  in  Simple  Truss  No.  3  beyond 
the  centre. 

§1.  Vertical  Strains  from  the  moving  Load. — Disre- 
garding the  constant  load,  if  we  suppose  one  end  of  the 
truss  to  be  loaded,  and  trace  the  course  of  the  vertical 
strain  to  the  other  end,  we  find,  in  Simple  Truss  No.  1, 
that  it  follows  the  braces  and  counterbraces  of  that 
truss  throughout ;  but  in  the  other  simple  trusses,  the 
vertical  strain  at  the  centre  passes  through  the  counter- 
braces  from  one  to  the  other ;  or,  if  we  consider  a  part 
less  than  one-half  of  either  Simple  Truss  No.  2  or  No.  3 
as  loaded,  the  farther  abutment  reacts  upon  it  through 
the  other  simple  truss.  Hence  we  have,  under  the 
moving  load,  two  other  simple  trusses,  composed  of  the 
opposite  halves  of  Simple  Trusses  Nos.  2  and  3,  as 
shown  in  Fig*.  32  and  33 — one  being  the  other  reversed. 
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\ 


Fig  S3. 


The  dotted  lines  represent  the  counterbraces. 
In  the  figure,  Simple  Truss  No.  1  has  a  panel  end 
equal  to  3p.     Let  u  be  the  distance  from  one  abutment 

ID*  S')}\ 

to  the   centre  of   any  panel,  then  \  of-r-(7  —  u  --  ~-h 

I  2i  I 

(W  being  the  weight  of  the  full  uniform  moving  load), 
will  be  the  weight  upon  the  panel  points  of  this  truss 
within  the  space  I  —  u,  and  u  being  unloaded,  \(l  —  u 

-J-  ~]  is  the  distance  of  the  centre  of  gravity  of  this 

•"  / 

weight  from  the  loaded  abutment,  or  the  abutment  from 
which  the  load  extends  ;  dividing  by  Z,  and  multiplying 
the  above  quantities  (8)  we  have, 


-(80) 


for  the  reaction  of  the  unloaded  abutment  and  the  ver- 
tical strain  throughout  the  unloaded  part. 

Adding  Eq.  (80)  to  Eq.  (77),  we  obtain  the  max- 
imum vertical  strain  in  Simple  Truss  No.  1,  from  the 
moving  and  the  constant  loads. 

In  Fig.  32,  which  has  the  left  end  panel  equal  to  p, 
and  the  right  end  panel  equal  to  2p,  let  u''  be  the  dis- 
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tance  from  the  right  abutment  to  the  centre  of  any 
panel,  and  the  length  of  the  unloaded  portion  of  the 
truss.  Then,  if  the  left  segment  of  this  truss  be  loaded, 

w'  p\ 

-3-  of  -]-(l  —  u"  +  ;r  I  will  be  the  weight  upon  the  panel 

L  2i  I 

points  within  the  distance  I — ?*",  and  the  distance  of 
the  centre  of  gravity  of  this  load  from  the  left  abutment 

will  be  \  (I—  u"  —  — ),  whence  we  have 

^  ; 

-    -    (81) 


for  the  equation  of  the  moving  load  when  the  load  ex- 
tends from  the  left  end  of  Fig.  32,  or  the  right  end  of 
Fig.  33,  or  that  end  of  either  truss  which  has  an  end 
panel  equal  to  p,  and  is  to  be  added,  in  this  case,  to  the 
equation  of  the  simple  truss  at  the  unloaded  end  of  this 
truss,  or  to  Eq.  (79). 

In  Fig.  33,  which  has  the  left  end  panel  equal  to  2/j, 
and  the  right  end  panel  equal  to  p,  let  uf  be  the  distance 
from  the  right  abutment  to  the  centre  of  any  panel,  and 
the  length  of  the  unloaded  portion  of  the  truss  ;  then,  if 

w' 
the  left  segment  of  the  truss  be  loaded,  £  of  ~j-(l —  u' 

p] 
—  5-     will  be  the  weight  upon  the  panel  points,  within 

the  distance  I  —  u',  and  the  distance  of  the  centre  of 
gravity  of  this  load  from  the  left  abutment  will  be  i  of 

P\ 

(I  —  u'  +  K-  ,  whence  we  have, 
*  / 

v  =«-«,••- 
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same  as  Eq.  (81),  for  the  equation  of  the  moving  load, 
when  the  load  extends  from  left  end  of  Fi£.  33  or  right 

O  O 

end  of  Fig.  32,  or  that  end  of  either  truss  which  has  a 
panel  equal  to  2p,  and  is  to  be  added  to  the  equation  of 
the  simple  truss  at  the  unloaded  abutment. 

It  will  be  seen  that,  as  the  triple  truss  may  vary 
in  the  number  of  its  panels,  any  one  may  have  an  end 
panel  equal  to  p,  2p,  or  op,  and  consequently,  either  of 
the  equations  of  the  moving  load  may,  in  different  ex- 
amples, apply  to  either  of  the  simple  trusses;  the  appli- 
cation depending  solely  upon  the  length  of  the  end  panel. 
The  moving-load  equation,  in  any  case,  is  to  be  added  to 
the  constant-load  equation  of  that  simple  truss  through 
whose  braces  the  reaction  of  the  unloaded  abutment  acts, 
to  obtain  the  maximum  vertical  strain. 


82.  Horizontal   Equations,  with    the   variable    meas- 
ured from  the  Centre  of  the  Truss. — In   Eq.    (69)    make 

•x  —  g 2,  and  we  have, 

Zi 

wl        w   .  wp 

1  '  '   '    <83> 


for  the  compression  in  the  upper  chord  at   the  panel 
points  of  Simple  Trusses  Nos.  1  and  3. 

I 

In  Eq.  70,  make  tf  = z',  and  we  have, 

H  -  —  -  •  —fa'-  01!  (84) 

~  8d     «<>&     Ph 


for  the  compression   in  the  upper  chord  at  the  panel 
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points  of  Simple  Truss  No.  2,  z  and  z'  being  measured 
from  the  centre  of  the  truss.  By  measuring  from  the 
centre  of  the  truss,  instead  of  from  the  ends,  the  equa- 
tions are  simpler  and  more  readily  applied. 

83. — Example. 

213213213213212312312312312 
ABCDEFGHIKLMNO  N'M'L'K'  1'  H'  G'  F  E'  D'C'B'  A' 


ab  c  d  e  f  g  h  i  k  1  m  n  o  n'  m'  1'  k'  i'  h'  g'  f  e'  d  c'  b'a'  |% 
Fig.  34. 

Let  Fig.  34  represent  a  triple  truss  with  an  even 
number  of  panels. 

Let     I  =  247  feet,  the  length  of  the  truss, 
d  =    26  feet,  the  depth  of  the  truss, 
p  =   9.5  feet,  the  length  of  a  panel, 
w  =  100  tons,  the  constant  truss  weight, 
w'  =  160  tons,  the  full  movable  weight. 
The  load  is  upon  the  lower  chord.      The   simple- 
truss  panel  points  are  distinguished  in  the  upper  chord 
by  their  numbers. 

§4.  Horizontal  strains.  —  For  the  upper-chord  com- 
pressions we  have  Eqs.  (83  and  84),  which,  with  the 
values  of  the  constants  given  above,  are, 

260x247  260  260  X  (9.5)' 


H  = 


8X26 


2x26x247 


' 


-  310.58  — 


49.4 
for  the  points  1  and  3.     And 
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260x247  260 


>'— ?>>=  308.75  — 


49.4  ' 

Whence  we  can  form  the  following  table  of  strains  in 
the  upper  chord. 


Values  of 
zand  z'. 

0 

9.5 

19 

28.5 

38 

47.5 

57 

Strains 
in  Tons. 

308.75 

308.75 

308.75 

303.27 

292.31 

281.35 

204.91 

Compres- 
sion in 

NO& 
ON' 

MN  & 

N'M' 

LM& 
M'L' 

KL  & 
L'K' 

IK& 
KT 

HI  & 
I'H' 

GH& 
H'G' 

(Continued.} 


Values  of 
z  and  z1 

66.5 

76 

85.5 

95 

104.5 

114 

Strains 
in  Tons. 

243.98 

221.06 

195.66 

160.78 

127.89 

89.53 

Compres- 
sion in 

FG& 
G'F' 

EF& 

F'E' 

DE& 
E'lT 

CD& 
D'C' 

BC& 
C'B' 

AB& 
B'A' 

In  the  lower  chord,  as  the  tensions  are  equal  in 
amount  to  the  compressions  in  the  upper  chord,  between 
the  same  inclined  braces,  we  have  only  the  second  and 
third  members  from  the  abutments  to  determine,  the  first 
member  being  subject  to  no  strain.  Since  the  point  one 
panel  length  from  the  abutment  belongs  to  Simple  Truss 
No.  1,  we  have  for  the  strain  in  be  and  c'b',  Eq.  (74), 
_  260X9.5  260  x  (9.5)' 

-tl     "^  r*  .     .    r\  ri  ^».^\^».rxj^»  XU»  AT±« 


6x26 


6X26X247 
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and  from  Eq.  (73),  making  x"=-  19,  we  have  the  tension 
in  cd  and  dV.  We  can  consequently  form  the  fol- 
lowing table  without  further  calculation  for  the  lower- 
chord  tensions : 


Strains  in  Tons. 

303.27 

292.31 

281.35 

264.91 

242.98 

22-1.06 

Tension  in 

no  & 
o'n' 

mn  & 
n'm' 

1m  & 
ml' 

kl& 
1'k' 

ik  & 

k'i' 

hi& 
Hi' 

(Continued.) 


Strains  in  Tons. 

195.66 

160.78 

127.89 

89.53 

45.67 

16.44 

Tension  in 

gh  & 
h'g' 

fg& 

g'f 

ef  & 
fe' 

de  & 
e'd' 

cd  & 
d'c' 

I 
bc& 
cb' 

§5.  Vertical  Strains.  —  -Since  Simple  Truss  No.  1  has  a 
panel  point  distant  p  from  the  abutment,  Eq.  (81)  will 
give  the  strains  from  the  moving  load,  and  adding  this 
to  Eq.  (77),  we  have 


(85) 


Substituting  the  values  of  the  constants,  we  have, 
160       /._  C9.5Vv       100 


V  = 


6x(247)5 
100?*" 


3x(247) 
=  333097  K247  "  U'J—  22.5625]  +  16.67 


u" 
7i4l' 
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The  first  value  of  u"  in  this  equation  is  —  4.75,  be- 
cause the  centre  of  the  first  panel  of  this  truss,  if  it  were 
uniform  with  the  others,  would  be  4.75  feet  back  from 
the  abutment;  the  other  values  of  u"  are  the  successive 
distances  from  the  abutment  to  the  centres  of  the  panels ; 
whence  we  can  form  the  following  table  of  compression 
in  the  struts  of  this  simple  truss  : 


Values 
of  u". 

—  4.75 

23.75 

52.25 

80.75 

109.25 

137.75 

Strains 
in  Tons. 

45.00 

35.23 

26.18 

17.84 

10.20    . 

3.28 

Compres- 
sion in 

Aa  & 
A'a' 

Bb  & 
B'b' 

Ee& 
E'e' 

Hh& 
H'h' 

LI  & 
LI' 

Oo 

The  next  value  of  u"  will  give  V  a  negative  value. 

The  tension  in  the  ties  is  found  by  multiplying  Eq. 
(85)  by  the  secants  of  their  angles,  which,  for  the  end 
ties,  is  1.065,  and  for  the  others,  1.48 ;  whence  we  can 


form  the  following  table  : 


Values 
of  u. 

-4.75 

23.75 

52.25 

80.75 

109.25 

137.74 

Strains 
in  Tons. 

47.92 

52.14 

38.75 

26.4 

15.1 

4.85 

Tension 
in 

Ab& 
A'b' 

Be  & 
B'e' 

Eh& 
E'h' 

HI  & 
HT 

Lo  & 

IV 

01  & 

or 

The  strains  in  the  end  braces  are  given  by  Eq.  (85) 
as  well  as  by  the  constant-load  equations,  since  this  sim- 
ple truss  is  the  same  under  the  moving  as  under  the  con- 
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stant  load,  but  in  the  other  simple  trusses  it  is  different  ; 
there,  as  before  explained,  the  strains  in  the  end  braces 
are  to  be  obtained  from  the  constant-load  equations 
alone. 

Since  Simple  Truss  No.  2  has  an  end  panel  equal  to 
3p,  we  must  add  Eq.  (80)  to  Simple  Truss  No.  3  con- 
stant-load equation,  Eq.  (79),  for  the  vertical  strains  in 
all  the  braces  of  Simple  Truss  No.  3,  and  in  the  counter- 

braces  of  Simple  Truss  No.  2,  when  u"  is  greater  than  3-  ; 
whence  we  have, 


Substituting  the  values  of  the  constants. 

O  ' 


V  == 


-^247  --  *")'—  203.0625]  +  16.67 


u"+  4.75 
7.41 

The  first  value  of  u"  is  4.  75,  whence,  and  the  other 
values  of  u",  we  can  form  the  following  table  : 


Values 
of  u". 

4.75 

33.25 

61.75 

90.25 

118.75 

147.25 

Strains  in 
Tons. 

40.00 

31.5 

22.68 

14.57 

7.18 

0.5 

Compres- 
sion in. 

Aa  & 
A'a' 

Cc& 
C'c' 

Ff  & 
FT 

li  & 
IT 

Mm  & 
M'm' 

Nn  & 

N'n' 
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The  end  braces  from  the  constant-load  equations  as 
before,  w'-}-  to  being  put  for  w. 

Multiplying  Eq.  (86)  by  the  secants  of  the  angles 
made  by  the  ties,  which  for  the  end  tie  is  1.24,  and  for 
the  others  1.48,  we  can  form  the  following  table: 


Values 
of  u". 

4.75 

33.25 

61.75 

90.25 

118.75 

147.25 

Strains  in 
Tons. 

49.60 

46.62 

33.57 

21.56 

10.63 

0.74 

Tension 
in 

Ac  & 
A'c' 

Cf  & 
C'f 

Fi& 
F'i' 

Im  & 
I'm' 

Mn'& 
M'n 

XV  & 
Nk 

Finally,  since  Simple  Truss  No.  3  has  an  end  panel 
equal  to  2p,  we  must  add  Eq.  (82)  to  Simple  Truss  No. 
2  constant-load  equation,  Eq.  (78)  for  the  vertical 
strains  in  all  the  braces  of  the  latter,  and  in  the  counter- 

l 

braces  of  the  former,  when  ur  is  greater  than  ^-  ;  whence 

we  have, 


Substituting  the  values  of  the  constants, 


V  = 


—  [(247  —  u')  —  22.5625]  +  16.67 


1830 
w'—  4.75 
7.41 

whence  from  the  different  values  of  u'  we  can  form  th: 
following  table : 
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Values  of  u'. 

14.25 

42.75 

71.25 

99.75 

128.25 

Strains  in  Tons. 

40.00 

29.67 

21.10 

13.23 

6.07 

Compression  in 

Aa  & 

A'a' 

Dd& 
D'd' 

Gg& 
G'g' 

Kk& 
K'k' 

Nn& 
N'n' 

The  compression  in  Nri  and  N'n'  is  greater  in  this 
case  than  in  the  previous. 

Multiplying  Eq.  (87)  by  1.48,  the  secant  of  the 
ano-le  of  the  ties,  we  can  form  the  following  table: 

c5  <J  O 


Values  of  u'. 

14.25 

42.75 

71.25 

99.75 

128.25 

Strains  in  Tons. 

59.20 

43.93 

31.23 

19.58 

8.98 

Tension  in 

Ad& 
A'd' 

Dg  & 
&8 

Gk& 

G'k' 

Kn& 
Kn' 

Nm'& 
N'm 

The  total  compression  in  the  end  struts  is  the  sum  of 
the  compressions  in  these  struts  in  the  above  tables,  and 
is  consequently  125  tons. 

In  the  example  just  given  the  length  and  depth  of 
the  truss,  and  the  weights,  are  the  same  as  in  the  ex- 
ample taken  from  the  Quincy  Railroad  Bridge. 

86.  Qreitliausen  Bridge. — The  large  iron  railroad 
bridge  (Fig.  35)  over  the  Rhine  at  Greithausen,  is  a  triple 
truss  containing  an  even  number  of  panels.  It  possesses 
one  peculiarity  found  in  some  other  bridges  in  Europe, 
but  rarely,  if  ever,  occurring  in  this  country.  This  pecu- 
liarity is,  that  each  of  the  simple  trusses  has  a  separate 
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end  strut,  two  of  which  are  placed  back  from  the  edge  of 
the  abutment. 


• 

-, 

— 

1  i  [  i  ;.;?;  i 

- 

" 

" 

- 

/l/i/j/jjl 

• 

\ 
' 

• 

H:H^kt>r..f'i;4x 
xtMxrKtM^ 

- 

• 

/ 

- 
' 

- 

Jrldefghiklmnopqrstuv  wxw'v'u't'  s'  r'q'p'o'n'm'l'k'i'h'g'f'e'd'  $ 

-^— 

GREITHAUSEN  BRIDGE. 
Fig.  35. 

This  arrangement,  shown  in  the  figure,  possesses  but 
slight  mechanical  advantages,  if  any,  over  an  end  strut 
common  to  the  three  simple  trusses ;  and  whatever  these 
may  be,  they  must  quickly  disappear  when  we  consider 
that  any  increase  of  length  in  a  truss  adds  to  the  hori- 
zontal strain  in  both  chords  throughout  their  lengths, 
though  the  weight  remain  the  same.  For,  in  the 
Eq.  (15) 

TT-  — 

•d-  —    r>    l' 


El  increases  directly  as  I  ;  w  and  d  remaining   constant, 
and  in  Eq.  (14), 


_    wx       wx 
~~~ 


2c 

H  is  increased  at  any  point  by  any  increase  in  the  value 
of/. 

By  this  elongation  of  the  length  of  the  end  panels, 
the  moment  of  the  reaction  of  the  support  upon  two  of 
the  simple  trusses  is  increased,  but  the  reaction  of  the 
support  itself  is  unaffected,  as  well  as  the  moment  of  the 
load  upon  any  segment,  x.  No  general  equation  can  be 
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given  for  a  case  of  this  kind,  but  a  special  equation 
must  be  obtained  for  each  simple  truss  that  may  be 
elongated. 

w 
Let  —  be  the  reaction  of  the  support  upon  any  simple 

truss;  then,  if  this  support  is  at  the  abutment,  at  the 
distance  of  x  from  the  abutment,  the  moment  will  be 

wx 

-  5  but  if  the  support  be  removed  backward  a  distance 
iii 

w 
a  from   the   abutment,  the   moment  will  be  —(x  -f-  a). 

The  moment  of  the  load  on  x  remains  the  same,  and  we 
have  for  the  difference  between  the  two  cases  a  constant, 

-  J  this  divided  by  6/,  the  depth  of  the  truss,  is  an  in- 
creased amount  of  strain  to  be  added  to  the  horizontal 
equations. 

§7.  Horizontal  strains. — The  dimensions  and  weights 
of  a  truss  of  this  bridge  are  as  follows,  the  latter  being 
assumed : 

I  —  320  feet,  the  distance  between  the  abutments, 

d  =    24  feet,  the  depth  of  the  truss, 

p  =      8  feet,  the  length  of  a  panel, 

a  =      2  feet,  the  length  of  each  of  the  two  small 

end  panels, 

w'  =  250  tons,  the  weight  of  the  full  moving  load, 
w  =  130  tons,  the  constant  truss  weight. 

Simple  Truss  No.  3  is  not  extended.     Simple  Truss 

w.       2wp      . 
.No.  2  is  extended  2a,  its  load  is  -5  +  — ^4-  ;  the  moment 
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of   the  reaction  of   its  support  is  therefore  f-^ —  -^,-\ 

(x  +  2a),  and  the  excess,  owing  to  the  elongation  of  the 

wa       2wpa 
end  panel,  is  -~ — | ~j— .     Dimple  Iruss  JNo.  1  is  ex- 

w        wp 

tended  a ;  its  load  is  -~ ^  ;  the  moment  01  its  sup- 
port is  ;  - ^j-j  (x  +  a),  the  excess  from  the  lengthened 

wa        wpa 
end   panel,  -7-  —  -pi-  ;    adding   these  two  quantities, 

and  dividing  by  c?,  we  have, 

wa       wpa 

~2d""M 

for  the  increase  in  the  compression  in  the  upper  chord, 
between  the  points  B  and  B',  and  the  increase  in  the 
tension  in  the  lower  chord,  between  the  points  e  and  e'. 
Adding  this  quantity  to  Eqs.  (83  and  84),  and  substi- 
tuting the  values  of  the  constants  given  above,  we  have 
for  the  upper-chord  strains, 

H  -  651.14  — .02474(2  — 8)2, 
for.  the  panel  points  of  Simple  Trusses  Nos.l  and  3,  and 

H  =  649.56  —  .02474(2  -  8)', 
for  the  panel  points  of  Simple  Truss  No.  2. 

The  strain  in  A  B  and  A'  B'  is  most  readily  obtained 
by  multiplying  the  reaction  of  the  support  upon  Simple 
Truss  No.  2,  given  above,  by  12,  the  distance  of  the  last 
panel  point,  and  dividing  by  24,  the  depth  of  the  truss. 

The  strains  in  the  lower  chord  are  taken  from  the 
strains  in  the  upper  chord  between  the  same  inclined 
braces.  Hence  we  form  the  following  table  of  strains  in 
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the  chords,  iv  -f-  w'  being  substituted  for  w  in  the  equa- 
tions : 


Values  of  z. 

0 

8 

16 

24 

32 

40 

48 

56 

Strains  in  Tons. 

649.56 

649.56 

649.56 

644.81 

635.31 

625.81 

611.56 

592.50 

Compression  in 

WX& 
XW 

VW& 

W'V 

UV& 
V'U' 

TU& 
U'T' 

ST& 

T'S' 

RS& 
S'R' 

QR& 
RQ' 

PQ& 
Q'P 

Tension  in 

wx  & 

x'w' 

vw  & 
w'v' 

uv  & 

v'u' 

tu& 
u't' 

st  & 

t's' 

(Continued.) 


Values 
of  z. 

64 

72 

80 

88 

96 

104 

112 

Strains  in 
Tons. 

573.56 

549.81 

521.31 

592.81 

459.56 

421.56 

383.56  1 

Compres- 
sion in 

OP& 
P'O' 

NO& 
O'N' 

MN& 

N'M' 

LM& 
M'L' 

KL  & 
L'K' 

IK& 
KT 

HI& 

in1 

Tension 
in 

rs  & 
s'r' 

qr& 
r'q' 

pq& 

q'p' 

op  & 
po' 

no  & 
o'n' 

mn  & 
n'm' 

1m  & 
m'l' 

Continued. 


Values 
of  z. 

120 

128 

136 

144 

152 

160 

Strains  in 
Tons. 

340.81 

293.31 

241.81 

193.56 

136.56 

79.56 

33.25 

Compres- 
sion in 

GH& 
H'G' 

FG& 
G'F' 

EF& 

F'E' 

DE& 
E'D' 

CD& 

D'C' 

BC& 
C'B' 

AB& 
B'A' 

Tension 
in 

kl  & 

1'k' 

ik  & 
k'i' 

hi& 
i'h' 

gh  & 
h'g' 

fg& 
g'f 

ef  & 

f'e' 

de& 
e'd' 

114  A    TREATISE    ON 

S§.  Vertical  Strains  from  the  Constant  Load. — As  the 

Eqs.  (77,  78,  and  79)  represent  the  weight  at  any  point 
borne  by  the  simple  trusses  between  that  point  and  the 
point  of  no  vertical  strain,  it  is  evident  they  are  un- 
affected by  the  peculiarity  of  this  case,  and  apply  with- 
out change. 

§9.  Vertical  Strains  from  the  Moving  Load. — The  ver- 
tical strain  from  the  moving  load  is  affected  by  this 
change  or  elongation  of  the  end  panels,  as  is  evident 
when  we  consider  the  effect  upon  a  lever,  loaded  at  any 
other  point  than  the  centre,  of  increasing  its  length  at 
either  or  both  ends. 

The  equation  of  the  moving  load,  being  the  reaction 
of  the  unloaded  abutment,  depends  entirely  upon  the 
principles  of  the  lever,  and  is  affected  by  any  arrange- 
ment of  the  simple  trusses  that  alters  the  position  of  tho 
centre  of  gravity  of  the  load  on  the  segment  I  —  ?*,  as 
well  as  by  any  elongation  of  the  trusses. 

Let  the  load  be  supposed  to  enter  Simple  Truss 
No.  1,  at  the  end,  then  the  weight  on  the  segment  I—  u, 
u  being  the  distance  from  the  abutment  beyond  the  load 


to  the  end  of  the  load,  is  £  of  -j-(l  —  u~~~5 

length  of  the  lever,  or  Simple  Truss  No.  1 ,  is  Z  -|  •  2#, 
^nd  the  distance  of  the  centre  of  gravity  from  the  sup- 
port on  which  the  truss  rests  at  the  loaded  end  is 

*>1 

JT  ^  —  u  +  £    +  a  ;   whence  we  have  for  the  equation 

of  the  moving  load  on  this  truss, 
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It  must  be  remembered  that  I  is  the  distance  between 
the  abutments,  or  points  c  and  c',  arid  not  the  outside 
length  of  the  truss ;  and  u  the  distance  from  the  abut- 
ment and  not  from  the  end  of  the  truss. 

Adding  Eq.  (88)  to  Eq.  (77),  we  have  the  greatest 
vertical  strain  in  the  truss. 

Next,  let  the  load  be  supposed  to  enter  Simple  Truss 
No.  2,  at  the  end ;  the  load  on  the  segment  I  —  u'  is  ^  of 

w'  f)^ 

-j-(l — t*'-|-5-|j  the  length  of  this  truss,  since  Simple 

6  Z   J 

Truss  No.  2  is  added  to  Simple  Truss  No.  3,  at  the  centre, 
is  I  +  2«,  and  the  distance  of  the  centre  of  gravity  from 

the  end  of  the  truss  which  is  loaded,  is  \  (I  —  u  —  ~- 
+  2a,  therefore, 

w'  , ,     p*  >      P\ 

^  =  Ki  n  i   <-yr,\\-(l~u)        9"  ~^~  ^a(l  —  w~t~  9  11  "  (90) 


which  is  to  be  added  to  Eq.  (79)  for  the  total  vertical 
strain.     And,  lastly,  the  load  on  I  —  w"-in  Simple  Truss 

w'  3p] 

No.  3,  is  \  of  -j-(l  —  u"  —  —.     ;  length  of  the  truss  I  +  2a  ; 
l  ^  J 

and  the  distance  of  the  centre  of  gravity,  \  (I  —  u'-{-  -f\  ; 
therefore, 

(90 


to  be  added  to  Eq.  (78)  for  the  total  vertical  strain. 
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Substituting  the  values  of  the  constants  in  Eq.  (89), 
anil  Eq.  (77)  added,  we  have, 

(820 -u)'-4tt+ 1248  13 

-2488"  -%"' 

whence  we  can  form  the  following  table  of  strains  in  the 
struts  of  Simple  Truss  No.  1 ;  the  load  being  upon  the 
lower  chord : 


Values  of  u. 

4 

28 

52 

76 

100 

124 

148 

172 

Strains  in  Tons. 

61.75 

52.61 

43.92 

35.69 

27.92 

20.62 

13.78 

7.4 

Compression  in 

Bb& 
B'b' 

Ee& 

E'e' 

ffli& 
H'h' 

L1& 
LT 

Oo& 
O'o' 

Rr& 
RY 

Uu& 
U'u' 

Xx. 

Multiplying  the  vertical  strain  by  1.414,  the  secant 
of  the  tie  angle  for  all  the  ties  except  the  end  ones,  which 
are  to  be  multiplied  by  1.667,  we  have  the  following 
table  of  tensions  in  the  ties  : 


Values 
of  u. 

4 

28 

52 

76 

100 

124 

148 

172 

196 

Strains  in 
Tons. 

102.94 

7*4.39 

62.10 

50.47 

39.48 

29.16 

19.48 

10.46 

2.09 

Tension 
in 

Be  & 
B'E' 

Eh& 
E'h' 

H1& 
HT 

Lo  & 
L'o' 

Or& 
O'r' 

Ru& 
R'u' 

Ux& 
U'x 

Xu'& 
X'u 

UY  & 
Ur 

Substituting  the  values  of  the  constants  in  Eqs.  (90) 
and  (79)  added,  we  have, 

(320  —  M')'- SM;+ 2560  13 

r-    2.  I .  D  I    — *~  1  ?/  —I—  4  I 

2488  9P    T.*/' 
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whence  we  can  form  the  following  table  of  compression 
in  the  struts  of  Simple  Truss  No.  3,  and  counterstruts  of 
Simple  Truss  No.  2.  The  end  braces  from  the  constant- 
Toad  equation. 


Values  of  u'  '  . 

12 

36 

60 

84 

108 

132 

156 

180 

Strains  in  Tons. 

57.00 

49.57 

41.00 

32.89 

25.24 

17.56 

11.34 

5.08 

Compression  in 

Cc& 

C'c' 

Ff  & 
FT 

Ii& 
IT 

Mm  & 
M'm' 

Pp& 
Py 

Ss& 
S's' 

Vv& 

VV 

W'w 

&  VVw 

Multiplying  the  vertical  strain  by  1.414,  we  have  the 
following  table  of  tension  in  the  ties  of  Simple  Truss 
No.  3,  and  coimterties  of  Simple  Truss  No.  2 : 


Values  of  u1. 

12 

36 

00 

84 

108 

132 

156 

180 

Strains  in  Tons. 

80.60 

70.09 

59.97 

46.51 

34.29 

24.83 

16.03 

7.8 

Tension  in 

Cf  & 

CT 

Fi& 

FT 

Im& 
I'm' 

Mp& 
M'p' 

Ps& 
P's' 

Sv& 

SV 

Vw'  & 
V'w 

WT  & 
Wl. 

Substituting  the  values  of  the  constants  in  Eqs.  (91) 
and  (78)  added,  we  have, 


whence  we  can  form  the  following  table  of  compression 
in  the  struts  of  Simple  Truss  No.  2,  and  counterstruts  of 
Simple  Truss  No.  3.  The  end  braces  from  the  constant- 
load  equations. 
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Values 
of  u". 

—4 

20 

44 

68 

92 

116 

140 

164 

188 

Strains 
in  Tons. 

66.5 

55.61 

46.81 

38.47 

30.59 

23.17 

16.21 

9.72 

3.69 

Compres- 
sion in 

Aa  & 
AV 

Dd& 
D'd' 

Gg& 
U'g' 

Kk& 
K'k' 

Nn& 
N'n' 

Qq& 
Q'q' 

Tt& 
TV 

Ww  & 
W'w' 

V'v' 
&  Vv 

Multiplying  the  vertical  strain  for  the  end  ties  by 
1.118,  and  for  the  others  by  1.414,  we  have  the  fol- 
lowing table  of  tension  in  the  ties  of  Simple  Truss  No. 
2,  and  counterties  of  Simple  Truss  No.  3 : 


Values 
of  u". 

4. 

20 

44 

68 

92 

116 

140 

164 

188 

Strains 
in  Tons. 

74.35 

78.63 

66.19 

54.4 

43.35 

32.76 

22.92 

13.74 

5.22 

Tension 
in 

Ad& 

A'd' 

Dff& 
D'g' 

Gk& 

G'k' 

Kn  & 
K'n' 

Nq& 
N'q' 

Qt& 

Q't' 

Tw& 
T'w' 

Wv'  & 
W'v 

VV  & 

Vs 
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CASE    Y. — A    TRIPLE    TRUSS     CONTAINING     AN    ODD     NUMBER 
OF   PANELS. 

9O.— Let  Fig.  36  represent  a  triple  truss  composed  of 
three  simple  trusses,  and  containing  an  odd  number  of 
panels,  the  counterbraces  being  sho\vn  by  the  dotted  lines. 


132  132132112312312  31| 
Fig.  36. 

•. 

Let   I  =  the  length  of  the  truss, 
d  =  the  depth  of  the  truss, 
p  =  the  length  of  a  panel, 
w  =  the  weight  supported  by  the  truss, 
x,  x'  &  x'f  =  the  distances  from  one   abutment   to   the 

panel  ends, 

«,  u'  &  u"  =  the  distances  from   one   abutment   to   the 
centres  of  the  panels  of  the  simple  trusses. 
H  &  V  =  the  horizontal  and  vertical  strains. 

The  simple  trusses  composing  the  triple  truss  are 
numbered,  as  in  the  previous  case,  from  the  centre, 
the  panel  points  belonging  to  each  being  shown  in  the 
figure  by  the  numbers. 

91.  Horizontal  Strains. — Under  the  maximum  uni- 
ibnn  load,  w,  the  weight  on  simple  Truss  No.  1,  is 
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Kicp  \       wp 
-  -f-H  —  f-j  and  the  moment  around  any  panel 

point  of  this  simple  truss  of  the  weight  on  the  segment 
x  is,  as  in  the  previous  case  where  the  simple  truss  had 


the  same  end  panel,  £  of  3 

!  ,        wp  \         wpx      wx* 
...Ed---.-t(*,—r)x+-w--w, 

whence, 

wx        wtf_        wpx 
'  Kd  "  "  Qdl  '      3dl  ' 


The  weight  on  simple  Truss  No.  2  is  \(iv  —  —j-\ 

!  • 
and  the  moment  around  any  panel  point  of  this  simple 

(lux!"* 
~~vT 

pwx1      wp*\ 
~W       %fh 
whence, 

wx'         wx'*        wp* 
~  ~        +  ~' 


fU}f)\ 

The  weight  on  Simple  Truss  No.  3  is  %(w  —  -j-  }  , 

and  the  moment  around  any  panel  point  of  this  simple 
truss,  of  the  weight  on  the  segment  a?",  is,  as  before. 
wpx" 


2 

whence, 

wx^       wxff*       ivpx  _ 

~       '  "  Ul"  (     ; 
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These  are  the  horizontal  strains  in  the  upper  arid 
lower  chords  of  the  simple  trusses  at  their  different 
panel  points.  Following  the  same  process  which  was 
pursued  in  the  previous  case  (77),  in  adding  the  simple- 
truss  equations,  we  obtain, 

wx       woe?       wp        wpx       wp  ^ 

H   =  ~~tyJ  —  IvT/  +  ~cv7  Al  9/77    "       "     1       ) 


Making  x  =  ~  --  z,  we  have, 

wl         w  . 
H=  8?  - 


.  for  the  compression  in  the  upper  chord  of  the  triple 
truss  at  the  panel  points  of  the  Simple  Trusses  No.  1 
and  No.  2. 

For  the  panel  points  of  Simple  Truss  No.  3  we  ob- 
tain, by  the  same  process, 

H  -  —      —  <Y-  »V  -^,  (97) 

"  u     i3r    p)     di  '  <y° 

z  and  zf  being  the  distances  from  the  centre  of  the  truss 
to  the  panel  points  of  the  respective  simple  trusses. 

For  the  tension  in  the  lower  chord  of  the  compound 
truss,  in  like  manner,  we  obtain, 

wl        w 


for  panel  points  of  Simple  Truss  No.  1,  and 
wl         w 


for  the  panel  points  of  Simple  Trusses  No.  2  and  No.  3. 
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These  lower-chord  equations  will  not  apply  to  the 
second  panel  from  the  abutment,  as  that  member  is  only 
within  the  action  of  two  of  the  simple  trusses,  when  x 
in  one  of  them  equals  zero,  as  explained  in  (78.) 

If  the  point  in  the  lower  chord  distant  p  from  the 
abutment  belongs  to  Simple  Truss  No.  1,  the  reaction 
of  the  abutment  upon  this  truss  is  always, 

w       wp 


_  wp       wp* 
11  -  1T7  +  7E7T        •     *          -     -      -      -      (100) 


whence, 

Qd 

If  the  point  belong  to  Simple  Truss  No.  2,  the  re- 
action of  the  abutment  upon  this  truss  is  always, 


whence, 

TT       «!P        wp1 

•  ~      + 


And  if  the  point  belong  to  Simple  Truss  No.  3,  the  re 
action  of  the  abutment  upon  this  truss  is  always, 


whence, 


92.  Vertical  Strain  from  a  Constant  L-oad.-—  Deducing 
the  equations  of  the  constant  vertical  strain  from  the 
horizontal  equations  for  the  simple  trusses,  as  the  ver- 
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tical  strains  in  the  different  simple  trusses  are  independ- 
ent of  each  other,  we  have, 


•\r       w        wi  \ 

v=6"—  5?(tt-.P)' 

for  Simple  Truss  No.  1, 

w       wu' 
=  6  "IT 

for  Simple  Truss  No.  2,  and 

IV  W 


(103) 


(104) 


(105) 


for  Simple  Truss  No.  3. 


93.  Tcrtical  Strain§  from  the  moving  Load. — In  this 
case,  Simple  Truss  No.  2  is  always  symmetrical  at  the 
centre,  or  its  opposite  halves  are  united  by  the  counter- 
bracing,  while  one  half  of  Simple  Truss  No.  1  is  con- 
nected by  the  counterbraces  with  the  opposite  half  of 
Simple  Truss  No.  3.  This  arrangement,  however,  does 
not  affect  the  equations  for  the  moving  load,  and  Eqs. 
(80  and  81)  apply  in  this  case  as  well  as  in  the  pre- 
vious; their  application  being  governed  by  the  same 
principles. 

94. — Example. — Let  Fig.  37  represent  a  triple  truss 
composed  of  three  simple  trusses,  and  containing  an 
odd  number  of  panels ;  loaded  on  the  lower  chord. 

A     BCDE     J-OH     IKLMNOPQBST     UVWXT 


abcde    fgh    i    klmnopq    rstnvwxj! 


Fig.  37. 
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Let  I  =  230  feet,  the  length  of  the  truss, 
d  =    20  feet,  the  depth  of  the  truss, 
p  =    10  feet,  the  length  of  a  panel, 
w'  =  230  tons,  the  weight  of  the  full   moving 

load, 
w  —  115  tons,  the  constant  truss  weight. 

95.  Horizontal  Strains. — Substituting  these  values  ir. 
Eqs.  (96)  and  (97),  we  have,  for  upper-chord  com- 
pressions, w  being  (w'-{-w), 

H  =  495.9375 -.0375(2-10)% 

where  z  is  the  distance  from  the  centre  of  the  truss  to 
the  panel  points  of  Simple  Trusses  Nos.  1  and  2,  and 

H  =  503.4375  — .0375(3'  — 10)-, 

where  z'  is  the  distance  from  the  centre  of  the  truss  to 
the  panel  point  of  Simple  Truss  No.  3. 

The  lower-chord  tensions  are  the  same  as  the  upper- 
chord  strains  between  the  same  inclined  braces,  and  we 
shall  not  need  the  lower-chord  equations  except  for  the 
third  member  from  the  abutment,  cd  and  vw.  The 
strain  in  these  members  is  the  strain  at  c  or  w,  which 
are  points  in  Simple  Truss  No.  1.  and  consequently 
given  by  Eq.  (98).  As  b  and  x  are  points  in  Simple 
Truss  No.  2,  the  strain  in  be  and  wx  is  given  by  Eq. 
(101.) 

Whence  we  have  the  following  table  of  strains  in  the 
upper  and  lower  chords : 
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Values 
r      of  z. 

8 

lo 

35 

45 

65 

Values 
of  2.' 

25 

55 

Strains 
iu  Tons. 

495 

495 

495 

472.5 

450 

427.5 

382.5 

Compres- 
sion in 

LM,  MN 
&NO 

KL& 
OP 

IK& 
PQ 

HI& 
QR 

GH& 
RS 

FG  & 
ST 

EF  & 
TU 

Tension 
in 

mn 

1m  & 
no 

kl& 
op 

ik& 

pq 

hi& 
qr 

(Continued.) 


Values 

of  2  . 

75 

95 

105 

95 

Values 

of  z'. 

85 

Strains  in 
Tons. 

337.5 

292.5 

225 

157.5 

90 

80 

Compres- 
sion in 

DE& 
UV 

CD& 
VW 

BC& 
WX 

AB& 
XY 

Tension 
in 

gh& 

rs 

fg& 
st 

ef  & 
tu 

de  & 
uv 

cd  & 
vw 

be  & 
wx 

There  is  no  strain  in  ab  and  xy. 

96.  Vertical  strains. — The  moving-load  vertical  equa- 
tion depends,  as  before  stated,  upon  the  end  panel  of  the 
simple  truss ;  and  the  constant-load  vertical  equation 
for  any  simple  truss  is  to  be  added  to  that  moving-load 
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equation  which  applies  to  that  simple  truss  to  which  the 
first  is  united  by  the  counterbraces  at  the  centre. 

Hence,  Eq.  (103)  for  Simple  Truss  No.  1  is  to  be 
added  to  Eq.  (80),  whence  we  have, 


=  -rf((l-u)*- 


Sp- 


w 


•-*>• 


Substituting  constants, 


(230-.)'-225 
1380 


ti 


Whence  we  can  form  the  following  table  of  compressions 
in  the  struts.  The  strains  in  the  end  braces  from  the 
constant-load  equations,  as  explained  before. 


Values  of  u. 

5 

35 

65 

95 

125 

Strains  in  Tons. 

GO.OO 

42.39 

29.57 

18.04 

7.82 

Compression  in 

Aa& 
Yy 

Cc& 
\V\v 

Ff  & 
Tt 

Ii& 
Qq 

Mm  & 
Nn 

Multiplying  V  by  1.414  for  the  end  tie,  and  by  1.80S 
for  the  others,  these  being  the  secants  of  the  tie  angles, 
\ve  obtain  the  following  table  of  tensions  in  the  ties : 


Values  of  u. 

5 

35 

65 

95 

125 

Strains  in  Tons. 

84.84 

76.43 

53.31 

32.53 

14.10 

Tension  in 

Ac  & 
Yw 

Cf  & 
Wt 

Fi& 
Tg 

Im  & 
Qn 

Mp  & 
Nk 
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For  Simple  Truss  No.  2  we  must  add  Eq.  (104)  to 
Eq.  (81)  and  we  have, 

w       wu' 

Hr-ir    -  -  -  <10'> 

Substituting  constants, 

^  =  m^=^+19M1_^ 

whence  we  can  form  the  following  table  of  compression 
in  the  struts : 


Values  of  u  '. 

—5 

25 

55 

85 

115 

Strains  in  Tons. 

60 

45.43 

32.17 

20.22 

9.57 

Compression  in 

Aa  & 

Yy 

Bb& 
Xx 

Ee  & 
Uu 

Hh& 
Rr 

L1& 
Oo 

Multiplying  V  by  the  secants  of  the  tie  angles,  1.118 
lor  the  first,  and  1.803  for  the  others,  we  can  form  the 
following  table  of  strains  in  the  ties : 


Values 
of  u1. 

—  5 

25 

55 

85 

115 

145 

Strains 
in  Tons. 

67.08 

81.99 

58.01 

30.46 

17.26 

0.40 

Tension 
in 

Ab& 
Ys 

Be& 
Xu 

Eh& 
Ur 

III  & 
Ro 

Lo  & 
Ol 

Or  & 
Lli 

Simple  Truss  No.  2  is  the  same  under  the  moving 
and  under  the  constant  load,  hence  Eq.  (107)  gives  the 
strains  in  the  end  braces. 
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For  Simple  Truss  No.  3,  Eq.  (103)  is  to  be  added 
to  Eq.  (80),  whence  we  have, 


w1  p*  \      w       w 

*  =  "«73((^  ~~  *") —  T  H~  <T      ~A7 


(108) 


Substituting  constants, 

_    (230  —  ^)9—  25 
1380 


+  19.167 


nf/+10 

6     ' 


whence  we  can  form  the  following  table  of  compression 
in  the  struts.  The  strains  in  the  end  braces  from  the 
constant-load  equations,  w  being  changed  to  w'-\-  w. 


Values  of  u". 

13 

45 

75 

105 

Strains  in  Tons. 

45.00 

34.78 

22.39 

11.30 

Compression  in 

Aa&Yy 

Dd  &  Vv 

Gg&Ss 

Kk&Pp 

Adding  the  strains  from  the  different  simple  truss, 
we  have  165  tons  for  the  total  compression  in  Aa  and 
Yy. 

Multiplying  V  by  1.803  we  have  the  tension  in  the 
ties  as  follows : 


Values  of  u". 

15 

45 

75 

105 

135 

Strains  in  Tons. 

81.14 

62.71 

40.37 

20.37 

2.74 

Tension  in 

Ad& 
Yv 

DR& 

Va 

Gk& 
Sp 

Kn& 
Pm 

Nq& 
Mi 

The  same  equations  for  the  horizontal  strains,  and 
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for  the  constant-load  vertical  strains,  will  be  obtained  in 
any  triple  truss  containing  any  odd  number  of  panels. 

97.  A  Simple  Form  of  the  Moving-Load  Equation  for 
either  Simple  Truss. — It  will  be  noticed  that  the  vertical 
equations  for  the  moving  loads  in  this  and  the  previous 
case,  Eqs.  (80),  (81),  and  (82),  differ  from  the  form 

«/ 

~7>l*(l  —  tt)*,  in  the  extreme  case,  only  by  the  quantity 

225 

•iQOQ  '  consequently,  if  this  quantity  be  omitted,  the  dif- 
ference in  the  result  will  be  immaterial  and  upon  the 
safe  side,  and  we  shall  have  but  the  simple  form 

w' 
~7rp~(l  —  w)2  .to  be  added  to  the  sirnple-truss  constant-load 

equations.     Moreover,  all  confusion  will  be  avoided. 

9 
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CASE    VI.   A    QUADRUPLE  TRUSS    CONTAINING    AN    EVEN    NUM- 
BER   OF    PANELS. 

»§. — Let  Fig.  (38)  represent  a  truss  composed  of 
four  simple  trusses,  and  containing  an  even  number  of 
panels. 

32143314331432123418341234123 


1432143214321234123412341 


Fig.  38. 

The  simple  trusses  are  numbered  from  the  centre,  as 
in  the  previous  cases,  and  their  different  panel  points  are 
shown  by  the  numbers  in  the  figure. 

Let    I  =  the  length  of  the  truss, 
d  =  the  depth  of  the  truss, 
p  —  the  length  of  a  panel, 
w  =  the  weight, 
#,  a/,  a/',  &  x'"  —  distances  from  one  abutment  to  the 

panel  ends, 
%  w',  w",  &  u'"  =  the   distances   to   the   centres  of   the 

panels  of  the  simple  trusses. 
H  &  V  =  the  horizontal  and  vertical  strains. 

09.  Horizontal  Strains. — Under  the  full  uniform  load, 
the  horizontal  strains  are  the  greatest,  and  are  deter- 
mined as  follows :  the  result  would  be  the  same  if  the 
quadruple  truss  contained  any  even  number  of  panels. 
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In  this  figure, 

w 
Simple  Truss  No.  1  bears  T~J 

W        WT> 

u  u          2      u      —  -\ pi 

w 

u  u  q       u      _ 

4' 

C*  » •  ^4  •  •        _        _ 

4  •    r 

Taking  moments  around  the  panel  points  of  Simple 
Truss  No.  1,  the  moment  of  the  abutment  reaction  is 

1VX     ,111  •     Wt 


—  ,  the  load  on  x  is  —  (x—  2p),  the  distance  of  its  cen- 
o  I 

tre  of  gravity  from  the  point  to  which  x  is  measured, 
-  -{-Pi  whence  we  have 

2 

tra         wtf       wp'  ,       . 

'         "  '        '  +        1 


83 

for  the  horizontal  strains  in  the  upper  and  lower  chords 
of  this  truss. 

Taking  moments  around  the  panel  points  of  Simple 
Truss  No.  2,  the  moment  of  the  abutment  reaction  is 

wx      wpx  w  . 

--  +  ~~  *ne  l°a(i  on  x>  ls       3^  —        *ne  distance  ot 


its  centre  of  gravity  from  the  point  to  which  x'  is  msas- 

T*'  ^  O 

urecl  is  ^-  +  -^-,  whence  we  have, 

wx         wx'*       vwx'       3p*w 
1 1  /  _  i   j.  i     j- 


for  the  horizontal  strains  in  the  upper  and  lower  chord 
of  this  truss. 
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Taking  moments  around  the  panel  points  of  Simple 

Truss  No.  3,  the  moment  of  the  abutment  reaction  is 

'/',?*' 

-^r-,  and  the  moment  of  the  load  on  x"  is,  since  this 

truss  has  a  full  panel  end,  -777-,  whence  we  have, 


Sd 


run 


for  the  horizontal  strains  in  the  upper  and  lower  chords 
of  this  truss. 

And  taking  moments  around  the  panel   points  of 
Simple  Truss  No.  4,  the  moment  of  the  abutment  reae- 

wx'"       wpsxf"  .    w 

tion  is  — £—  —     07    ,  the  load  on  or'  is  -r(x  —  6p),  the 

distance  of  its  centre  of  gravity  from  the  point  to  which 

x"tjc  p 
x'"  is  measured  is  — ~ — 5  whence  we  have, 

_-*x'"       wtf"*       wpx'"        3p'w 

11       ~       QJ      ~      »^/7    "          A/77      ~T      ft.//  •  UiZ7 


8d~       ~8dl~     ~4dl 

It  is  evident  that  the  compression  in  the  upper  chord 
of  the  compound  truss,  at  any  point,  #,  is  H  at  x, 
added  to 

H"'  when  a/"  =  x+p, 
H"      "      x"   =  x  +  2jp, 
and  H'       "      x'    =oj+3pf 

Similarly  for  the  compression  in  the  compound  truss 
at  the  points  x'  x"  and  x'". 

Substituting  and  adding,  as  before,  we  obtain, 

w  3 
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for  the  compression  at  the  panel  points  of  Simple  Trusses 
No.  1  and  No.  4,  and 


for   the   compression   at   the   panel   points    of    Simple 
Trusses  No.  2  and  No.  3. 

Making  x  —  ^-  —  z,  and  of  =  —  —  z',  Eq.  (113)  be- 


H  -  —  -^ 

°-  ~~  Sd       "Jl(z 


where  z  is  the  distance  from  the  centre  of  the  truss  to 
the  panel  points  of  Simple  Trusses  No.  1  and  No.  4  ; 
and  Eq.  (114)  becomes 


where  zf  is  the  distance  from  the  centre  to  the  panel 
points  of  Simple  Trusses  No.  2  and  No.  3. 

In  the  lower  chord  of  the  compound  truss  the  tension 
at  any  point,  a?,  is  the  simple-truss  strain  at  a?,  added  to 

H'    when  x'    =  x  —  £>, 
H"       "    x"  =x-  2p, 
and  Hw      "     x"f  =  x-  3p, 

and  similarly  for  the  points  a/,  a/',  and  x'"  .     Whence 
we  obtain,  changing  x  and  x'  to  y  —  z  and  -r  —  z' 
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Wl  W  op\  \Jp  W  /T17\ 

:  ~83"~2<2^  +  Tj   +  ~^>~'     "     "    "     *117' 


for  the  panel  points  of  Simple  Trusses  No.  1  and  No 
2;  and 

wl         w  ,,,   3p\"       p'wr 
•"-~(2~l'  '         ' 


for  the  panel  points  of  Simple  Trusses  No.  3  and  No.  4  ; 
z  and  z'  being  measured  from  the  centre  of  the  truss. 

It  will  be  seen  from  these  equations,  that  in  this  case 
also  the  horizontal  strain  in  the  two  chords  is  the  same 
between  the  same  inclined  members.  Hence,  in  prac- 
tice, we  shall  not  need  the  last  two  equations.  The  three 
end  members  of  the  lower  chord  are  not  subject  to  the 
action  or  the  strains  of  all  the  four  simple  trusses,  and 
consequently  Eqs.  (117  and  118)  are  cot  applicable  to 
them.  The  first,  or  end  member  of  the  lower  chord  is 
subject  to  the  strain  of  only  one  simple  truss  when  x  is 
zero,  and  consequently  the  strain  is  zero ;  the  second 
member  is  subject  to  the  strain  of  the  first  member,  and 
the  strain  of  that  simple  truss  whose  point  is  one  panel 
length  from  the  abutment,  and  the  third  member  has  the 
strain  of  the  second  member  added  to  the  strain  of  that 
simple  truss  whose  panel  point  is  two  panel  lengths  from 
the  abutment. 

These  strains  can  be  most  readily  determined  from 
the  vertical  equations  for  the  constant  load,  and  are 
given  below. 
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10O.  Vertical  Strains  from  a  Constant  Load. — In  this 
case,  as  in  the  others,  the  simple  trusses  are  entirely  in- 
dependent of  each  other  in  their  vertical  action  under  a 
uniform  constant  load;  hence  the  equations  are  to  be 
obtained  from  the  simple-truss  horizontal  equations ; 
whence,  by  the  process  previously  described,  we  have, 
from  Eqs.  (109,  110,  111  and  112), 


for  Simple  Truss  No.  1, 

V'=|j-    -rr(u'  —  p\ (120) 

for  Simple  Truss  No.  2, 

*"=£-£• <»0 

for  Simple  Truss  No.  3,  and 


for  Simple  Truss  No.  4. 

In  which  u,  u',  u",  and  u"'  are  the  distances  from  the  abut- 
ment to  the  centres  of  the  panels  of  the  respective  simple 
trusses. 

1O1.  Horizontal  Tension  in  the  Lower-Chord  End 
Members. — The  strains  in  these,  referred  to  above,  may 
be  found  as  follows  : 
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Let  Fig.  39  represent  the  four  end  panels  in  a  quad- 
ruple truss,  and  let  d  be  a  panel  point  in  Simple  Truss 


ABODE 


Fig.  39. 


No.  4,  and  c  a  panel  point  in  Simple  Truss  No.  3.  The 
strain  in  be  is  the  strain  in  the  latter  truss  at  c  added  to 
that  in  the  former  at  d. 

The  reaction  of  the  abutment,  or  the  vertical  strain 
in  Ee,  from  Simple  Truss   No.  4  is  Eq.  (122),  where 

w 
u'"=  —  _p,  /.  V  =  77-  ;  and  from  moments  around  D, 


TT    _ 


wp 


(123) 


is  the  tension  in  the  second  member,  where  Simple  Truss 
No.  4  has  a  panel  point  distant  p  from  the  abutment. 
The  vertical  reaction  of  the  abutment  from  Simple 

Truss  No.  3  is  Eq.  (121),  where  u"  =  0,  whence  V  =^  ; 

o 

and  from  moments  around  C, 


Td' 

This  added  to  Eq.  (120)  gives 


(124) 


tension  in  be,  or  third  member  of  the  lower  chord,  where 
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Simple  Truss  No.  4  has  a  panel  point  distant  p  from  the 
abutment. 

Next,  let  d  be  a  panel  point  in  Simple  Truss  No.  3, 
and  c  consequently  a  panel  point  in  Simple  Truss  No.  2. 
The  reaction  of  the  abutment  from  Simple  Truss  No.  3 

w       wp 
is  Eq.  (121),  where  u"  =  —  p,  whence  V  =  -7:  +  —, 

o  4t 

and 

_pw      ^w 
'  Sd  ~  '  4dl> 


strain  in  the  second  member  ;  and  the  reaction  of  the 
abutment  from  Simple  Truss  No.  2  is  Eq.  (120),  where 


TT         10         Wp  ,   TT 

u'=  0,  whence  V  =  77  +  ~77i  and  H  =  "tT^  +  VT?I  which 
8        4t'  ' 

added  to  Eq.  (125)  gives 


for  the  tension  in  the  third  member  of  the  lower  chord 
where  Simple  Truss  No.  3  has  a  panel  point  distant  p 
from  the  abutment. 

Next,  let  d  be  a  panel  point  of  Simple  Truss  No.  2, 
and  c  consequently  a  panel  point  of  Simple  Truss  No.  1. 
The  reaction  of  the  abutment  from  the  former  is  Eq. 

w      pw 
(120),  where  u'  =  —  p,  whence  V  =  —  +  -si,  therefore. 

pw       p"w 

-  "      + 


"Sd 

is  the  tension  in  the  second  member;  and  the  reacticn 
from  Simple  Truss  No.   1   is  Eq.  (119),  where  u  =  0, 
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IV  w 

whence  V  =  rr  and  H  =  JT;T,  which,  added  to  Eq.  (127), 


gives 


Zpw      p*w 

~      '  ' 


for  the  tension  in  the  third  member  when  Simple  Truss 
No.  2  has  a  panel  point  distant  p  from  the  abutment. 

The  remaining  case  is  where  d  is  a  panel  point  of 
Simple  Truss  No.  1,  and  c  of  Simple  Truss  No.  4.  The 
reaction  of  the  abutment  from  the  former  is  Eq.  (119), 

TT      w      pw 
where  u  =  —  p,  whence  V  =  —  -{-  -JTI  and 


is  the  tension  in  the  second  member;  and  the  reaction 
of  the  abutment  from  Simple  Truss  No.  4  is  Eq.  (122), 

i  ///     n      t,          \r      w       Pw       j  TT      Pw 

where  u        0,  whence  V  =  =  g  -  .  -g,  and  H  =  =  ^  - 

which,  added  to  Eq.  (129),  gives 

-     -     -    <130> 


for  the  tension  in  the  third  member  of  the  lower  chord 
when  Simple  Truss  No.  1  has  a  panel  point  distant^? 
from  the  abutment. 

1O2.  Vertical  Strains  from  a  Moving  Load.  —  Let  Figs. 
40,  41,  42,  and  43  represent  the  different  ends  of  the 
four  simple  trusses.  Let  the  vertical  lines  show  the 
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divisions  into  simple-truss  panels,  and  the  points  in  the 
lower  chord  the  panel  points  of  the  compound  truss. 


i            b                  c                  d 
Fig.  40. 

In  Fig.  40  u  is  the  distance  from  the  right  abut- 
ment to  the  centres  of  the  simple-truss  panels  or  the 
points  a,  b,  c,  d,  &c. ;  w'  being  the  weight  of  the  full 

w' 
movable  load,  £  of  -j-(l — u-\-p)   is   the  load  on   the 

panel  points  of  this  truss  within  the  distance  I  —  u  ;  and 
the  distance  of  its  centre  of  gravity  from  the  left  abut- 

/        _,  fki          j   f*-\ 

ment  is  -    — ^ —  ?  whence  the  reaction  of  the  other 

abutment,  or  the  greatest  vertical  strain  from  the  mov- 
able load  upon  the  simple  truss  whose  loaded  end  has 
a  panel  =  p,  is, 


v  =  w  l(i-«Y-pl 


1     1       1 

1  ,  , 

Fig.  41. 

In  Fig.  41  u'  is  the  distance  from  the  right  abut- 
ment to  the  centre  of  the  simple-truss  panels,  or  the 


w 


points  a,  b,  c,  d,  &c. ;  whence  jj-,  (I  —  u'}*  is  the  load  on 
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I  —  u'j  distance  of  its  centre  of  gravity  from  the  loaded 

.  I  —  u' 
end,  — ^ — ,  and  the  greatest  vertical   strain   upon   the 

simple  truss  whose  panel  at  the  loaded  end  =  2p,  it- 


r        l 

v' 

..As 

/I  q 

U      ~ 

U). 

(16 

1       T       1 

.... 

i     i     i 

Fig.  42. 


W 


In  Fig.  42,  similarly,  the  load  on  I—  u"  is  -rr  (I  —  u" 
—  P\  the  distance  of   its  centre  of  gravity  from  the 

loaded  end,  -      —  „  ---  ,   whence    the   greatest   vertical 

strain  upon  the  simple  truss  whose  panel  at  the  loaded 
end  =  3     is 


(133) 


<-- 

-ttr- 



,.,  i  ,1  ...I,  , 

•    i    i 

•    i    i 

i    it 

a                  bed 

Fig.  43. 

u'"   is 


In    Figure    43,   similarly,   the   load   on  I 
~rr(l  —  u'" —  2p),  the  distance  of  its  centre  of  gravity 

from  the  loaded  end,  -     —  ~ -,  whence  the  greatest 
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vertical  strain  upon  the  simple   truss  whose  panel  end 
at  the  loaded  end  =  4    is 


V  =        1(1  -  «"')'-  4/]. 


(134) 


In  this  case,  Simple  Trusses  No.  1  and  No.  3  are  con- 
tinuous, and  their  panels  uniform  throughout,  but  one 
half  of  Simple  Truss  No.  2  is  united  to  the  opposite  half 
of  Simple  Truss  No.  4. 

It  has  been  fully  explained  how  to  determine  which 
moving-load  vertical  equation  is  to  be  added  to  the 
constant-load  vertical  equation  belonging  to  any  simple 
truss. 

In  the  truss  shown  in  Fig.  38,  Eq.  (131)  is  to  be 
added  to  Eq.  (122),  Eq.  (132)  to  Eq.  (119),  Eq.  (133)  to 
Eq.  (120),  and  Eq.  (134)  to  Eq.  (121.) 

103.  Example.  —  Let  Fig.  44  represent  a  quadruple 
truss  containing  an  even  number  of  panels,  and  loaded 
upon  the  lower  chord. 


A  B    C   D   E  P  G  H  I   K  L  M   N   O  P  Q  R  Q'  P'  O'  N'  H'  I/  K'  l'  H'  G'  P;  E'  D'  C'  B'  A' 


at>  c  d  e  f 
143214 


hiklmnop 
214321 


o  p  q  r  q'  p'  o'  n'  m'  1'  k'  i'  h'  g'  f  e'  d'  c'b'a'^^ 
43212341234123412341JJI 


Fig.  44. 

Let     7  ==  320  feet,  the  length  of  the  truss, 
d  =  27.5  the  depth  of  the  truss, 
p  =  10  feet,  the  length  of  a  panel, 
w'  =  208  tons,  the  weight  of  the  full  uniform 

movable  load, 
w  =  144  tons,  the  weight  of  the  truss. 
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Values 
of  z. 

Values 
of  z.' 

Strains 
iu  Tons. 

Compression  in 

Tension  in 

0 

512 

QR  and  RQ' 

10 

512 

PQ  and  Q'P' 

20 

512 

OP  and  P'O'      . 

80 

512 

NO  and  O'N' 

40 

504 

MN  and  N'M' 

qr  and  r'q' 

50 

488 

LM  and  M'L' 

pq  and  q'p' 

60 

472 

KL  and  L'K' 

op  and  p'o' 

70 

456 

IK  and  KT 

no  and  o'n' 

80 

432 

HI  and  I'H' 

inn  and  n'm' 

90 

400 

GH  and  H'G' 

1m  and  mT 

100 

368 

FG  and  G'F' 

kl  and  Ik' 

110 

336 

EF  and  F'E' 

ik  and  k'i' 

120 

29'J 

DE  and  ED' 

hi  and  i'h' 

130 

248 

CD  and  D'C' 

gh  and  b'g' 

140 

200 

BG  and  C'B' 

fg  and  g'f 

150 

152 

AB  &  B'A' 

ef  and  f  e' 

130 

96 

de  and  e'd' 

48 

cd  and  d'c' 

16 

be  and  r.'b' 

1O4.  Horizontal  Strains. — Substituting  these  values 
in  Eqs.  (115)  and  (116)  for  the  upper-chord  strains,  in 
Eq.  (117)  for  the  fourth  lower-chord  member,  and  in 
Eqs.  (123)  and  (124)  for  the  second  and  third  lower- 
chord  members,  since  Simple  Truss  No.  4  has  a  panel 
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point  distant  p  from  the  abutment;  the  other  lower- 
chord  strains  being  taken  from  the  upper-chord  strains 
between  the  same  inclined  braces ;  w  in  these  equa- 
tions being  w'-\-iu,  or  352  tons;  we  have  the  preceding 
table ;  there  is  no  strain  in  ab  and  I'ctf. 

105.  Vertical  strains. — Since  Simple  Truss  No.  1  lias 
a  panel  end  =  4p,  Eq.  (134)  is  to  be  added  to  Eq.  (119) 
to  obtain  the  maximum  vertical  strains  in  this  truss; 
Simple  Truss  No.  2  has  a  panel  end  =  3p,  therefore 
Eq.  (133)  is  to  be  added  to  Eq.  (122)  to  obtain  the 
greatest  vertical  strains  in  No.  4 ;  No.  3  has  a  panel 
end  —  2jp,  therefore  Eq.  (132)  is  to  be  added  to  Eq. 
(121);  and  No.  4  has  a  panel  end  =  _p,  therefore  Eq. 
(131)  is  to  be  added  to  Eq.  (120)  to  obtain  the  maxi- 
mum vertical  strain  in  Simple  Truss  No.  2. 

Making  the  variable,  in  the  first  case,  w,  in  the  second, 
?*',  in  the  third,  u",  and  in  the  fourth,  u'",  substituting 
the  values  above,  w  of  the  constant-load  equations  being 
144  tons,  and  multiplying  the  vertical  strain  by  secants 
of  the  tie  angles,  we  can  form  the  following  table  of 
strains  in  the  braces.  The  secants  are  1.765,  1.48, 
1.236,  and  1.063. 

Total  compression  on  Aa  arid  A'a'  is  170.5  tons. 

The  strains  in  the  end  braces  of  those  simple  trusses 
which  are  uniform  beyond  the  centre,  No.  1  and  No.  3, 
are  found  from  the  same  equations  which  give  the  strains 
in  the  other  braces  ;  but  in  the  end  braces  of  No.  2  and 
No.  4  the  strains  are  determined  from  the  constant-load 
portion  of  the  equations,  uf-\-  iv  being  put  for  w. 
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Values 
of  u. 

Values, 
of  u' 

Values 
of  u." 

Values 
of  u'" 

Strains 
in  Tons. 

Compres- 
sion in 

Strains 
in  Tons. 

Tension 
in 

—10 

44.00 

Aa  &  A'a' 

46.77 

Ab&A'V 

0 

44.00 

Aa  &  A'a' 

54.38 

Ac&  A'c' 

10 

44.00 

Aa  &  A'a' 

65.12 

Ad&A'd' 

20 

38.50 

Aa  &  A'a' 

67.95 

Ae  &  A'e' 

80 

34.83 

Bb  &  B'b' 

61.47 

Bf  &  B'f 

40 

33.41 

Cc  &  C'c' 

58.97 

Cg&C'g' 

50 

31.98 

Dd  &  D'd' 

56.53 

Dh&D'h 

GO 

28.31 

Ee  &  E'e' 

49.97 

Ei  &  EY 

70 

24.84 

Ff  &  FT 

43.84 

Fk&F'k' 

80 

23.62 

Gg&G'g' 

41.69 

Gl  &  GT 

90 

22.41 

Hh&H'h' 

39.55 

Hm  & 
H'm' 

100 

18.94 

li  &  IT 

33.43 

In  &  I'n' 

110 

15.67 

Kk&K'k' 

27.66 

Ko&K'o 

120 

14.66 

LI  &  LT 

25.87 

Lp&L'p' 

130 

13.64 

Mm&M'm' 

2407 

Mq&M'q' 

140 

10.36 

Nn&N'n' 

18.29 

Nr&NY 

150 

7.31 

Oo  &  O'o' 

12.90 

Oq'  &  O'q 

160 

6.50 

Pp  &  P'p' 

11.47 

Pp'  &  P'p 

170 

5.71 

Qq  &  Q'q' 

10.01 

Qo'  &  Q'o 

180 

2.63 

Rr' 

4.62 

Rn'  &  R'n 

CASE     VII.— A     QUADRUPLE     TRUSS,     CONTAINING      AN      ODD 
NUMBER    OF   PANELS. 

1O6.— In  this  quadruple  truss,  as  in  the  others,  the  equa- 
tions are  not  affected  by  the  number  of  panels  the  truss 
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contains,  but  by  the  condition  whether  the  number  be 
odd  or  even.  Hence,  it  is  necessary  to  determine  equa- 
tions for  this  case.  It  should  be  remembered  that,  in 
determining  equations  for  any  case,  the  simplest  form  of 
truss  may  be  taken,  provided  it  fulfils  the  necessary  con- 
ditions. 

Let  Fig.  45  represent  a  quadruple  truss  containing 
an  odd  number  of  panels.  This,  like  the  other,  is 
divisible  into  four  simple  trusses,  numbered,  as  in  the 


143214321 


93412841 


Fig.  45. 

previous  cases,  from  the  centre  towards  the  abutments, 
and  whose  panel  points  are  shown  by  the  numbers. 

Let  I  =  the  length  of  the  truss, 
d  —  the  depth  of  the  truss, 
p  ==  the  length  of  a  panel  of  the  compound 

truss, 

w  =  the    maximum    weight    uniformly  dis- 
tributed, 
<p,  of  a/',  &  x"f  =  the  distances  from  one  abutment  to  the 

panel  points  of  the  simple  trusses, 

«,  u',  u"  &u'"=  the  distances  from  the  same  abutment  to 
the  centres  of  the  simple-truss  panels, 
H  &  V  =  the  horizontal  and  vertical  strains. 

107.  Horizontal  Strains The  moment  of  the  load  on- 

a  segment  of  any  simple  truss  in  this  case  is  the  same  as 

10 
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the  moment  of  the  load  on  the  same  segment  of  that  sim- 
ple truss  in  the  previous  case  whose  end  panel  is  similar. 
In  this  figure, 

wp  \       wp 
Simple  Truss  No.  1  bears  \  (w  —  -£-)  +  -f-» 

wp  \ 

u  u  9      n        i  /,,,, L_\ 

*  t  (w         ]    I ' 

w      / 


»          "  3     -     *<«,-  f ), 


4  i  (w  —  - 

whence, 

Hf  =  —  -  —  — r  4-  — —  f]^tc\ 

Q/7  C/J7  T^      Q^77    >  •       IXOJ) 

Ow  OCvu  OC*6  ^  ^ 

for  Simple  Truss  No.  1 ; 


_  wxf*       pwtf       Sp'w 

~~~      "~M+~d+~>         -(136) 


for  Simple  Truss  No.  2  ; 


Sdl 
for  Simple  Truss  No.  3  ;  and, 


_ 

'  Sd          8dl  "      Sdl          Sett  '   ' 
for  Simple  Truss  No.  4. 

These  are  the  horizontal  strains  in  the  upper  and 
lower  chords  of  the  simple  trusses.  Adding  them  in  the 
same  manner  as  in  the  previous  cases  we  have, 

w 

3T 
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z  being  the  distance  from  the  centre  of  the  truss,  for  the 
compressions  in  the  upper  chord  at  the  panel  points  of 
Simple  Trusses  No.  1  and  No.  3. 

wl        w  ,        3»\a       p-w 


»\         p-w 

2)-  ear  -   -  (uo> 


tf  being  the  distance  from  the  centre  of  the  truss,  for  the 
compressions  in  the  upper  chord  at  the  panel  points  of 
Simple  Truss  No.  2,  and, 

TT  -    !°L         ™-  (S>      3 
"  8^~~  tofrV     ~~ 

z"  being  the  distance  from  the  centre  of  the  truss,  for 
the  compressions  in  the  upper  chord  at  the  panel  points 
of  Simple  Truss  No.  4. 

For  the  tension  in  the  lower  chord  we  obtain, 


at  the  panel  points  of  No.  1  ; 

--      (143) 


at  the  panel  points  of  No.  2  and  No.  4  ;  and 
H  -  — 


it  the  panel  points  of  No.  3. 

1O8.  Vertical   Strains  from  a  Constant  Load*  —  From 
Eqs.  (135,  136,  137,  and  138)  we  have, 


for  No.  1  ; 

w        w 


for  No.  2  ; 
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for  No.  3  ;  and 


for  No.  4. 

1O9.  Horizontal  Tensions  in  Lower-Chord  End  .11  cm- 
hers.—  The  strains  are  obtained  as  in  (99).  See  Fig. 
39,  whence, 


'  Sd"Sdff 
in  the  second  member  ;  and 


in  the  third  member,  when  a  panel  point  of  No.  4  is 
distant  p  from  the  abutment 

__pw      p'w 

-M  +  8dT 

in  the  second  member  ;  and 

_  3pw        3p«w  n      . 

"        + 


in  the  third  member,  when  a  panel  point  of  No.  3  is 
distant  p  from  the  abutment. 


.       . 

-sd  +  ^dT   '  (153) 

in  the  second  member,  and 
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in  the  third  member,  when  a  panel  point  of  No.  2  is 
distant^?  from  the  abutment.     And 


in  the  second  member  ;  and 
__  3pw       p*w 

"-  (156) 


in  the  third  member,  when  a  panel  point  of  No.  1  is 
distant^  from  the  abutment. 

110.  Tcrtical  Strains  from    a   moving    Load.  —  Eqs. 

(131),  (132),  (133)  and  (134)  apply  in  this  case. 
None  of  the  simple  trusses  are  continuous,  but  one 
half  of  No.  1  is  connected  by  the  counterbracing  with 
the  opposite  half  of  No.  4,  and  one  half  of  No.  2  is 
similarly  connected  with  the  opposite  half  of  No.  3  ; 
hence  care  must  be  exercised  in  the  addition  of  the 
vertical  equation,  and  it  is  always  safest  to  make  a 
diagram  of  the  simple  trusses,  as  connected  under  the 
moving  load. 

111.  Example.  —  Let  Fig.   46  represent  a   quadruple 
truss  containing  an  odd  number  of  panels. 

Let  I  =  328  feet,  the  length  of  the  truss, 
d  —     32  feet,  the  depth  of  the  truss, 
p  —       8  feet,  the  length  of  the  panel, 
wf  =  328  tons,  the  weight  of  the  full  uniform 

movable  load, 
w  =  164  tons,  the  constant  truss  load. 

The  load  is  upon  the  lower  chord. 
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Values 

of  2. 

Values 

of  z'. 

Values 
of  z". 

Strains  in 
Tons. 

Compression 
in 

Tension  in 

4 

630 

UV  VV  & 
V'U' 

12 

630 

TU  &  U'T' 

30 

630 

ST  &  S'T' 

28 

630 

RS  &  S'R' 

vv' 

36 

618 

QB  &  R'Q' 

uv  &  v'u' 

44 

606 

PQ  &  Q'P' 

tu  &  u't' 

52 

594 

OP  &  P'O' 

st  &  t's' 

60 

582 

NO  &  O'N' 

rs  &  s'r' 

68 

558 

MN  &  X'M' 

qr  &  r'q' 

76 

534 

LM  &  M'L' 

pq  &  q'p' 

84 

510 

KL  &  L'K' 

op  &  p'o' 

92 

486 

IK  &  KT 

no  &  o'n' 

100 

450 

HI  &  I'll' 

nn  &  n'm' 

108 

414 

GH  &  II'G' 

1m  &  mT 

116 

' 

378 

FG  &  G'F' 

kl  &  1'k' 

124 

342 

EF  &  F'E' 

ik  &  k'i' 

182 

294 

DE  &  E'D' 

hi  &  i'h' 

140 

246 

CD  &  D'C' 

gh  &  h'g' 

148 

198 

BC  &  C'B' 

fg  &  g'f 

156 

150 

AB  &  B'A' 

ef  &  f  'e' 

140 

90 

de  &  e'd' 

45 

cd  &  d'c' 

15 

be  &  c'b' 
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112.  Horizontal  Strains. — For  the  upper  chord,   use 
Eqs,  (139),  (140)  and  (141)  ;  for  the  lower  chord,  take 
the  strains  from  the  upper  chord  between  the  same  in- 
clined braces,  and  beyond  these,  for  the  fourth  member, 
use  Eq.  (143),  for  the  third  member  Eq,  (150),  and  for 
the  second,  Eq.  (149) ;  w  of  these  equations  being  made 
equal  to  w'  +  w,  or  492  tons.     Hence  we  can  form  the 
preceding  table  of  strains  in  the  chords. 

113.  Vertical  strains. — For  the  strains  in  the  struts 
of  Simple  Truss  No.  1,  add  Eq.  (131)  to  Eq.  (145). 
In  No.  2  add  Eq.  (132)  to  Eq.   (146).     In  No.  3  add 
Eq.  (133)  to  Eq.  (147),  and  in  No.  4  add  Eq.  (134)  to 
Eq.  (148).     For  the  ties  multiply  the  vertical  strain  so 
obtained  by   the  secants  of  the  tie  angles,  which  are 
1.414,    1.25,    1.118  and  1.0308.     The  following  gives 
the  strains  in  the  braces : 


VuVrVn' 


f  K  h  1  k  1  in  n  o  p  q  r  s  t  u  v  v'  ii'  t'*'  r'  <i'p'  o'n'm'i  'k'  i'n'  K'i'e'd'c' 

Fig.  46. 


152 


A   TREATISE    ON 


Values 
of  u. 

Values 
of  u'. 

Values 
of  u". 

Values 
of  u'". 

Strains 
in  Tons. 

Compres- 
sion in 

Strains 
in  Tons. 

Tension 
in 

—8 

60.00 

Aa  &  A'a' 

63.24 

Ab  &  A'b 

0 

60.00 

Aa  &  A'a' 

72.11 

Ac  &  A'c' 

8 

60.00 

Aa  &  A'a' 

84.84 

Ad  &  A  d' 

16 

60.00 

Aa  &  A'a' 

100.00 

Ae  £  A  e 

24 

51.12 

Bb  &  B'b' 

72.28 

Bf  &  B'f 

32 

49.36 

Cc  &  C'c' 

69.80 

Cg  &  C'g- 

40 

47.61 

Dd  &  D'd' 

67.32 

Dh  &  D'h 

48 

45.85 

Ee  &  E'e' 

64.83 

Ei&E'i' 

5<j 

40.10 

Ff  &  FT 

56.70 

Fk  &  F'k' 

64 

38.53 

Gg  &  G'g' 

54.48 

Gl&GT 

72 

36.97 

Hh  &  H'h' 

52.28 

Hm  &II'm 

80 

35.41 

15  &  I'i' 

49.69 

In  &  IV 

88 

29.85 

Kk  &  K'k' 

42.21 

Ko  &  K'o' 

96 

28.49 

LI  &  LT 

40.28 

Lp  &  L'p' 

104 

27.12 

Mm&  M'm' 

38.35 

Mq&M'q' 

112 

25.76 

Nn  &  N'n' 

36.42 

Nr  &  NY 

120 

20.39 

Oo  &  O'o' 

28.83 

Os  &  O's' 

128 

19.22 

Pp  &  P'p' 

27.18 

Pt  &  P't' 

136 

18.05 

Qq  &  Q'q' 

25.52 

Qu  &  QV 

144 

16.88 

Rr  &  R'r' 

23.87 

Rv  &  R'v1 

152 

11.71 

Ss  &  S's' 

16.71 

Sv'  &  S'v 

160 

10.73 

Tt  &  T't' 

15.17 

Tu'  &  T'u 

168 

9.75 

Uu  &  U'u' 

13.79 

Ut'  &  U'1 

176 

8.78 

Vv  &  VV 

12.41 

Vs'  &  V, 

184 

5.37 

VY  &  Vi 

192 

4.27 

U'q'  &  U( 

200 

3.17 

T'p'  &  Tj 

208 

2.06 

So'  &  tf< 
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Total  compression  in  Aa  and  A'a'  is  240  tons ; 
the  strains  in  the  end  braces  determined  as  in  the  pre- 
vious cases. 

114.  Other  Compound  Trusses.— In  the  same  manner 
equations  may  be  deduced  for  any  compound  truss  with 
vertical  struts  and  inclined  ties  composed  of  any  number 
of  simple  trusses,  and  so  many  examples  have  been 
given  that  the  process  can  present  no  difficulties. 

us.  Simple  Forms  of  Equations.— The  difference  be- 
tween the  other  moving-load  equations  in  the  last  case 

and  -^(l — uY  is  very  slight,  and  being  always  on  the 

Si 

safe  side,  the  latter  form  may  be  used  in  practice  for  all 
the  simple  trusses  in  this  case,  and  all  difficulty  in  the 
addition  of  equations  thereby  avoided. 
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CHAPTER  V. 

TRUSSES  WITH  HORIZONTAL  CHORDS,  WITH  STRUTS  AND 
TIES  OF  EQUAL  INCLINATIONS,  SUBJECT  TO  CONSTANT 
AND  TO  MOVING  LOADS. 


CASE   I.— A   SIMPLE   TRUSS. 
BODE          F         G         H 


Fig.  47. 

116.  Horizontal  strains.— What  is  generally  termed  a 
Warren  Girder,  shown  in  Fig.  47,  is  an  example  of  this 
description  of  truss,  supporting  the  load  upon  the  upper 
chord.  In  this  case  moments  may  be  taken  around  the 
panel  points  of  the  upper  chord  to  obtain  the  tension  in 
the  members  of  the  lower  chord  vertically  beneath  these 
points,  and  since  the  load  may  be  considered  as  concen- 
trated at  these  points,  we  have  the  same  conditions 
which  in  (28)  gave  us  Eq.  (14), 


TT    _  WX         _   WX 

~"~~ 


for  the  maximum  horizontal  strain.  This  equation 
can  be  applied  only  to  the  lower  chord.  For  the 
strain  in  the  upper  chord,  moments  must  be  taken 
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around  the  panel  points  in  the  lower  chord,  since  it  is 
only  at  these  points  that  a  vertical  section  can  be  made 
which  does  not  cut  more  than  one  member  (having  a 
moment)  subject  to  a  horizontal  strain. 

Let  x'  be  the  horizontal  distance  from  one  abutment 
to  any  one  of  the  lower-chord  panel  points,  w  the  full 
uniform  load,  and  p  the  distance  between  the  points  ; 
and  we  can  form  the  equation, 

-p.-,  _  wx'    _  wx'*  _  wp* 

~~~~      ~~ 


for  the  compressions  in  the  members  of  the  upper  chord, 
opposite  the  lower-chord  panel  points,  distant  x'  from 
the  abutment. 


117.  Vertical  Strains  from  a  Constant  Load.— Eq.  (14), 
which  gives  the  lower-chord  tension,  gives  also  the  com- 
pression in  the  upper  chord  at  the  point  to  which  x  is 
measured ;  that  is,  the  resultant  compression  from  the 
strains  in  the  braces  and  the  chord-member  on  one  side 
of  the  point.  Similarly,  Eq.  (157)  gives  the  tension  at 
the  points  in  the  lower  chord.  Therefore,  if  the  first  be 
the  strain  at  F,  as  it  is  at  the  same  time  in  ef,  and  the 
second  the  strain  at  f,  as  it  is  at  the  same  time  in  FG, 
the  difference  between  the  two  will  be  the  horizontal 
component  of  the  strain  in  the  brace  Ff,  and  its  vertical 
component  may  be  obtained  from  the  proportion  of 
x— xf :  d. 

Performing  this  operation,  we  have  for  the  difference 
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between  Eqs.  (14)  and  (157),  or  the  horizontal  compo- 
nent of  the  strain  in  the  brace, 

/>  /i  /  /  *  i ' 

HTT,                    (JU      I                         .\                     It/      /•  .V       I  i 

__     \-\       1/yi  X    I  —   ( X   ~~    Xl      \ 


Since  p  =  2  (a?  —  a?'),  we  have  from  the  proportion 
above, 


and  as  x  =  x'  +  ^, 


-  If 

is  the  vertical  component  of  the  strain  in  Ff. 

If  Eq.  (14)  next  represent  the  strain  at  G,  and  be 
subtracted  from  Eq.  (157),  representing  the  strain  at  f, 
we  shall  again  obtain 

V  =  w  -    wx' 

:~2~    ~T' 

for  the  vertical  component  of  the  strain  in  fG.  This 
equation  is  the  same  as  Eq.  (18),  x'  here  being  the  same 
as  u,  that  is  the  distance  from  the  abutment  to  midway 
between  the  loaded  points. 

118.  Vertical  Strains  from  the  moving  Load.—  As  this 
case  comprises  but  a  single  system,  one  panel  point  can- 
not be  fully  loaded  without  a  portion  of  the  weight 
coining  upon  the  next  point,  and  thus  rendering  the 
conditions  similar  to  those  of  the  case  in  (54),  and  con- 
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sequently  Eq.  (37)  applies  when  the  truss  is  half  or  more 
than  half  loaded,  and  Eq.  (39)  when  less  than  half  loaded. 

119.— Example.— In  Fig.  47, 

Let  I  =  80  feet,  the  length  of  the  truss, 
d  —  5  feet,  the  depth  of  the  truss, 
p  ~  10  feet,  the  distance  between  the  panel 

points,  in  the  same  chord. 
w'  =  80  tons,  the  weight  of  the    full  uniform 

movable  load, 
w  =  40  tons,  the  weight  of  the  constant  load. 

Substituting  the  values  of  these  constants  in  Eqs. 
(14)  and  (157),  we  can  form  the  following  table  of 
horizontal  strains : 


Values  of  x. 

10 

20 

30 

40 

Values  of  x'. 

5 

15 

25 

35 

Strains  in  Tons. 

105 

180 

225 

240 

52.5 

142.5 

202.5 

232.5 

Compression  in 

AB& 
HI 

BC& 
GH 

CD& 
FG 

DE& 
EF 

Tension  in 

ab  & 
gh 

be  & 

*e 

cd& 
ef 

de 

For  the  maximum  vertical  strain  we  have  Eq.  (37). 
see  (54), 


w 
"2 


wu 


11(1  —p) 
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when  the  load  covers  half  and   more   than    half   the 
truss  ;  and  Eq.  (39), 


w 


wu 


when  the  load  covers  less  than  half  the  truss. 

In  these  equations  u  is  the  distance  from  the  abut- 
ment to  a  point  midway  between  two  panel  points  in 
the  loaded  chord,  and  the  equations  give  the  vertical 
components  of  the  strains  in  the  braces  between  these 
two  points.  As  long  as  V  has  a  plus  value,  that  brace 
whose  loaded  chord  end  is  nearer  to  the  abutment  from 
which  u  is  measured  is  a  tie,  while  that  brace  whose 
unloaded  chord  end  is  nearer  is  a  strut. 

As  the  equations  are  applied  to  the  different  ends 
of  the  truss,  it  will  be  seen  that  some  of  the  braces  near 
the  centre  act  sometimes  as  struts  and  sometimes  as 
ties  ;  these  are  termed  counterbraces.  Substituting  the 
values  of  the  constants,  and  multiplying  by  1.414  the 
secant  of  the  angle  of  all  the  braces, 


Values  of  u. 

5 

15 

25 

35 

45 

Strains  in  Tons. 

74.24 

54.03 

35.80 

19.70 

6.85 

Compression  in 

Ba&Hh 

Cb&Gg 

Dc&Ff 

Ed&Ee 

Fe&Dd 

Tension  in 

Aa&Ih 

Bb&Hg 

Cc&Qf 

Dd&Fe 

Ee  &  Ed 
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CASE   II. A   DOUBLE   TRUSS    CONTAINING     AN     EVEN     NUMBER 

OF    PANELS. 

AB      CDEFGHIK      LMNOPQ     II 


abcde      f     g     h      ik      lmnopqr|| 
Fig.  48. 

120. — Let  Fig.  48  represent  a  truss  composed  of  the 
two  simple  trusses  of  Figs.  (49)  and  (50).  The  first 
of  which  will  be  termed  Simple  Truss  No.  1,  since  its 
braces  meet  at  the  centre,  and  the  other  Simple  Truss 
No.  2. 

AB  D  F  H  KM  O  QR 


lc         g  p    ^ 

Fig.  49. 

In  these  figures  those  braces  which  act  solely  as  coun- 
terbraces  are  removed. 

ACEG  LNPR 


T 


(la    b  d  f  h  k  m  o  qrp 

ft 
Fig.  50. 

In  these  trusses  the  vertical  strains,  or  those  strains 
having  vertical  components,  are  entirely  independent 
of  each  other ;  and,  as  in  the  previous  cases  of  com- 
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pound  trusses,  the  horizontal  strain  in  the  compound 
truss  is  the  sum  of  the  strains  in  the  simple  trusses. 


.  Horizontal  Strains. 

Let  I  =  the  length  of  the  truss, 
d  —  the  depth  of  the  truss, 
p  —  the  length  of  a  panel  or  chord-member. 
w  =  the  full  weight,  uniformly  distributed. 
a?,  x'  &c.  =  the  distance  from  the  abutment  to  any 

panel  point. 

Each  simple  truss  bears  half  the  load  which  is  upon 
the  lower  chord. 

wx       wx*  nfim 

••     H=  43-isr  '   '   '    (160) 

is  the  compression  in  the  upper  chord  opposite  to  the 
loaded  points  of  Simple  Truss  No.  1,  to  which  x  is  the 
distance,  and 


is  the  compression  in  the  upper  chord  opposite  to  the 
loaded  points  of  Simple  Truss  No.  2,  to  which  x'  is  the 
distance.  The  value  of  H  in  one  simple  truss  at  or, 
added  to  the  value  of  H'  in  the  other  simple  truss  at  a 
point  nearer  the  centre  by  the  value  of  p,  will  give  the 
amount  of  horizontal  strain  in  the  upper  chord  of  the 
double  truss  between  x  and  x  +^>,  or  in  that  member 
of  the  upper  chord  which  is  on  the  centre  side  of  the 
point  to  which  x  is  measured. 
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Making  x'  of  Eq.  (161)  equal  to  x  +  p  of  Eq.  (160), 
and  adding  the  two  equations,  we  have, 


and  making  x  =  —  —  2,  we  have, 
ft 


W 


Here  z  is  the  distance  from  the  centre  of  the  truss  to 

the  abutment  end,  and  z  —  —  consequently  the  distance  to 

2 

the  centre  end  of  that  upper-chord  member  whose  strain 
is  given  by  H. 

If  x  of  Eq.  (160)  be  made  equal  tosc'+^>  of  Eq. 
(161),  and  the  two  equations  added,  we  shall  have  the 
same  result,  or  Eq.  (163)  will  give  the  compression  in 
all  the  members  of  the  upper  chord. 

In  Fig.  (49), 


is  the  tension  in  the  lower  chord  opposite  the  upper- 
chord  panel  points  to  which  x  is  measured. 
In  Fig.  50, 


(165> 


is  the  tension  in  the  lower  chord  opposite  the  upper- 
chord  panel  points  to  which  x'  is  measured. 


162  A   TREATISE   ON 

The  tension  in  this  case,  in  one  simple  truss  at  #, 
added  to  the  tension  in  the  other  simple  truss,  -when 
x'  =  x  -\-p,  will  give  the  tension  in  that  member  of  the 
double  truss  on  the  centre  side  of  the  point  to  which  x 
is  measured. 

Making  x'  of  Eq.  (165)  equal  to  x  +p,  and  adding  to 
Eq.  (164),  or  making  x  of  Eq.  (164)  equal  to  x'  +p,  and 
adding  to  Eq.  (165),  we  obtain, 


wl         w 

--—    ->  <1( 


for  the  tension  in  any  member  of  the  lower  chord, 
where  z  —  ^  is  the  distance  from  the  centre  of  the  truss 
to  the  centre  of  the  member. 


122.  Vertical  Strains  from  a  Constant  Load. — It  will 
be  seen  from  the  last  case  that  the  constant-load  vertical 
equations  may  be  obtained  from  the  simple-truss  hori- 
zontal equations,  as  in  the  previous  cases ;  that  is,  from 
the  difference  in  these  horizontal  equations  applying  to 
the  same  chord.  In  the  last  case  the  vertical  equation 
was  obtained  from  the  difference  in  the  horizontal 
strains  at  the  two  ends  of  the  same  brace ;  but  it  would 
be  the  same  had  it  been  obtained  from  the  difference  in 
the  upper-chord  equation  alone,  at  two  ends  of  the  same 

panel.     The  proportion  was  £.  :  d;  but  if  we  take  the 

2t 

horizontal  strains  at  the  two  ends  of  a  panel  of  the 
simple  truss,  their  difference  is  just  double  the  difference 
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at  the  two  ends  of  a  brace,  because,  between  two  weights 
or  loaded  panel  points,  the  horizontal  strains  or  hori- 
zontal components  of  the  strains  in  the  two  braces  are 
equal ;  the  proportion  will  therefore  be  p  :  d,  whence  we 
have  for  either  simple  truss, 


n 


in  which  u  is  the  distance  from  the  abutment  to  the 
centre  of  any  loaded  chord-member  of  the  simple 
trusses.  • 


123.  Vertical  Strains  from  a  moving  Load. — Under   a 
moving  load  the  simple  trusses  present  the  same  cases 
as  Fig.  21  and  Fig.  22  ;    and  Eq.  (4G)  applies  to  that 
simple  truss  having  a  full  end  panel,  or  in  this  case  to 
Fig.  49  ;  and  Eq.  45  to  that  simple  truss  having  an  end 
panel  of  half  the  length  of  its  other  panels,  in  this  case 
to  Fig.  50.     Each  of  these  is  to  be  added  to  constant- 
load  equation  (167). 

124.  Example. — Let  Fig.  48  represent  a  truss  in  which 
I    —  160  feet,  the  length  of  the  truss, 

d  —    20  feet,  the  depth  of  the  truss, 
p  =    10  feet,  the  length  of  a  panel  or  chord-member, 
«>'=  160  tons,  the  weight  of  a  full  movable  load, 
w  =    80  tons,  the  constant-truss  weight. 
The  load  is  upon  the  lower  chord. 
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Substituting  the  values  given  above  in  Eqs.  (163) 
and  (166),  we  form  the  following  table  of  strains  in  the 
upper  and  lower  chords  : 


Values  of  z  —  ?.. 
2 

5 

15 

25 

35 

45 

55 

65 

75 

Strains  in  Tons. 

240 

232.5 

217.5 

195 

165 

127.5 

82.5 

30 

Compression  in 

HI& 
IK 

GH& 
KL 

FG& 
LM 

EF& 
MN 

DE& 
NO 

CD& 
OP 

BC& 
PQ 

AB& 
QR 

Strains  in  Tons. 

236.25 

228.75 

213.75 

191.25 

161.25 

123.75 

78.70 

26.25 

Tension  in 

hi& 

ik 

gh& 
kl 

fg& 
1m 

ef  & 
mn 

de& 
no 

cd  & 
op 

be  & 
P<1 

ab& 
qr 

For  the  vertical  strains  in  Simple  Truss  No.  1,  we 
add  Eq.  (46)  to  Eq.  (167),  and  multiply  by  1.118,  the 
secant  of  the  brace  angle  ;  for  strains  in  No.  2,  add  Eq. 
(45)  to  Eq.  (167)  and  multiply  by  1.118  ;  whence  we 
can  form  the  following  table  of  strains  in  the  braces  : 
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Values  of  u  in 
Truss  No.  1. 

Values  of  u  in 
Truss  No.  2. 

Strains  in 
Tons. 

Compression 
in 

Tension  in 

0 

67.08 

Ab  &  Kq 

10 

58.69 

Ba&Qr 

Bo  &  Qp 

20 

52.43 

Cb&Pq 

Cd  &  Po 

30 

43.32 

Dc&Op 

De&On 

40 

37.90 

Ed  &  No 

Ef  &  Nm 

50 

29.35 

Fe&Mn 

Eg  &  Ml 

60 

24.60 

Gf  &  Lm 

Gh  &  Lk 

70 

15.55 

Hg&Kl 

Hi&Ki 

80 

12.75 

Ih  &  Ik 

Ik  &  Ih 

90 

5.59 

Ki&Hi 

Kl  &  Hg 

Total  compression  in  Aa  and  Rr,  112.5  tons. 

The  braces  which  act  as  counterb races,  or  which 
are  subject  to  both  tension  and  compression,  are  Ih,  Ik, 
Hi,  Kl,  Hg,  and  Ki. 
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CASE    in. — A   DOUBLE    TRUSS     CONTAINING     AN   ODD    NUMBER 
OF   PANELS.    ' 

121212   1221212121 


y  Y  v  VVYYY 

AAAAAAAAA/ 

212121211212121    2^ 


Fig.  51. 

125.  Horizontal  Strains.  —  This  truss  is  composed, 
like  the  previous  one,  of  two  simple  trusses,  the  panel 
points  of  which  are  numbered  in  the  figure  in  the  same 
manner  as  before,  and  the  braces  which  act  solely  as 
counterbraces  shown  by  the  dotted  lines. 

Proceeding  in  the  same  manner  as  before,  we  obtain 
for  the  horizontal  strains  in  the  upper  chord, 


W 


where  z  is  the  distance  from  the  centre  to  the  panel 
points  of  Simple  Truss  No.  1  in  the  upper  chord,  and 
H  is  the  strain  in  that  member  on  the  abutment  side  of 
the  point  to  which  z  is  measured. 


where  z'  is  the  distance  from  the  centre  to  the  panel 
points  of  Simple  Truss  No.  2  in  the  upper  chord,  and 
H'  is  the  strain  in  that  member  on  the  abutment  side  of 
the  point  to  which  d  is  measured. 
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In  the  lower  chord, 

H  =  wi  _  w  (    PY__^          /170) 

( 


z  being  the  distance  to  the  panel  points  of  No.  1  in  the 
lower  chord,  and  H  the  tension  in  the  member  on  the 
centre  side  of  the  point  to  which  z  is  measured;   and 
TT,      wl        w  ,,          \ 


i       83 

z  being  the  distance  to  the  panel  points  of  No.  2,  and 
H'  the  tension  in  the  member  on  the  centre  side  of  the 
point  to  which  z'  is  measured.  In  all  these  equations 
w  is  the  maximum  uniform  load,  or  equal  to  w'  -{-  iv  of 
the  examples  previously  given. 

126.    Vertical    Strains   from    a    Constant    Load.  —  The 

vertical  equation  for  a  constant  load  upon  No.  1  is, 


and  for  the  constant  load  upon  No.  2, 

'   -  -   <173> 


127.  Vertical  Strains  from  a  Moving  Load.  —  The  ver- 
tical equations  for  the  moving  load  are  the  same  as  in  the 
last  case,  and  their  application  is  governed  by  the  same 
principles  which  have  been  explained  in  the  previous 
examples  of  double  trusses.  An  example  of  the 
application  of  the  equations  belonging  to  this  case  is 
unnecessary. 


1G8 
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CASE     IV. A     QUADRUPLE      TRUSS     CONTAINING      AX      EVEN 

NUMBER   OF    PANELS. 


ABCDEFGH    I    KLMNOPOKSTUVWXYZ 


abcdefgh    iklmuopqrs    t    u    T    w    x  y  z  K ; 


128. — Omitting  the  braces  which  are  used  solely  as 
counterbraces,  and  numbering  as  before,  we  have  the 
four  simple  trusses  shown  in  Fig.  (53). 


321    4321    4321 


12341234123 


143214321432    1234    12341    2  3  41  E|j 
Fig.  53. 

129.  Horizontal  Strains.  —  In  this  figure  the  weight 
borne  by  each  truss  is  — ,  the  load  being  upon  the  lower 

chord. 

By  reasoning  as  in  the  previous  case  of  a  quadruple 
truss,  we  obtain,  for  the  upper  chord  of  Simple  Truss 
No.  1, 

-r-r  WX  WX* 


x  being  the  distance  to  a  point  in  the  lower  chord. 
For  No.  2, 


TT,  _       _  .   pwx'. 

=  83""  ~  ~'  ' 
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For  No.  3, 

TT//  _  WX        _  WX        i    p  W  (*\7(*\ 

'"       ~~'r'  (     ' 


For  No.  4, 
TT///  _  wtf"  __  wx"f*  _  pwx'"  .    3pV'      /i  ^\ 

"          ~          ~  ~" 


An  inspection  of  this  compound  truss  will  show  that 
the  compression  in  any  member  of  the  upper  chord,  QE, 
for  example,  is  the  compression  in  that  simple  truss,  to 
whose  point  in  the  lower  chord  R  is  opposite,  or  Simple 
Truss  No.  1  at  a?,  added  to  the  strains  in  No.  4  at  x  +  p, 
in  No.  3  at  x  +  2p,  and  in  No.  2  at  x  —  p. 

Making  these  changes  in  the  values  of  a?',  x'r,  and  x'", 
and  then  adding  the  equations,  we  obtain,  after  making 


W,  fl70\ 

(178) 


z  is  here  the  distance  from  the  centre  to  the  panel 
points  in  the  upper  chord  of  Simple  Truss  No.  3,  and  H 
is  the  strain  in  the  member  on  the  centre  side  of  that 
point  ;  and,  similarly,  the  same  equation  will  apply 
when  z  is  made  the  distance  to  any  panel  point  in  the 
upper  chord  of  No.  4. 

By  a  similar  process  we  obtain  for  the  remaining 
members  of  the  upper  chord, 

•Qf_wl_m  w  (    _.P\\       ' 

~  (        ~ 


2'  being  the  distance   from   the   centra   to   any  upper- 
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chord  point  of  No.  1  and  No.  2  ;  H'  being  the  compres- 
sion on  the  centre  side  of  that  point. 
In  the  lower  chord, 

-'•  <180> 


is  the  tension  in  those  members  on  the  centre  side  of  the 
points  in  the  same  chord  of  Simple  Trusses  No.  3  and 
No.  4,  and 


sd     idT     J 

is  the  tension  in  the  members  on  the  centre  side  of  the 
points  of  No.  1  and  No.  2. 

These  equations  apply  to  all  except  the  end  members 
of  both  chords  ;  their  strains  will  be  determined  from  the 
vertical  equations. 

130.  Vertical  Strains  under  a  Full  Load.  —  From  the 
simple-truss  horizontal  equations  (174),  (175),  (176), 
and  (177),  we  have,  for  No  1, 


_  m        m        m        m 

8  4:1 

For  No.  2, 

V  =  |-|K-^).     -        -        -    (183) 
For  No.  3, 

V  =  |-!j.    ....     (184) 

And  for  No.  4, 

V=]I  -$""'  +  *)•        "        '       ('85) 
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131.   Horizontal  Strains  in  the  end-chord  Members.— 

The  strains  in  the  end  members  of  either  chord  are  the 
strains  in  the  three  simple  trusses  whose  points  come 
upon  and  next  to  the  abutment,  or,  as  that  truss  whose 
point  is  upon  the  abutment  has  no  moment,  the  strain  i? 
equivalent  to  the  strains  in  the  two  simple  trusses  whose 
points  are  next  to  the  abutment.  This  strain  is  most 
easily  obtained  from  the  vertical  equations,  as  was  done 
in  (100).  Whence  we  obtain, 


in  the  lower  chord  ;  and, 

H  =  §^,    .....  (187) 

in  the  upper  chord,  when  No.  4  has  a  point  in  the  lower 
chord  distant  p  from  the  abutment. 


in  the  lower  chord  ;  and, 


in  the  upper  chord,  when  No.  1  has  a  lower-chord  point 
distant  p  from  the  abutment. 


in  the  lower  chord  ;  and, 
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in  the  upper  chord,  when  No.  2  has  a  lower-chord  point 
distant  p  from  the  abutment. 


in  the  lower  chord  ;  and, 


in  the  upper  chord,  when  No.  3  has  a  lower-chord  point 
distant  p  from  the  abutment. 

132.  Vertical  Strains  from  a  Moving  Load. — The  equa- 
tions determined  in  the  case  of  the  quadruple  truss  with 
vertical  struts  and  inclined  ties  are  equally  applicable  to 
i  his  trus?,  arid  their  application  is  governed  by  the  snrnp 
principles. 

133.  Example. 

In  Fig.  52, 
Let  I  =  288  feet,  the  length  of  the  truss, 

d=    24  feet,  the  depth  of  the  truss, 

p=    12  feet,  the  length  of  a  panel  or  chord-mem- 
ber, 

i(/=  288  tons,  the  weight  of  a  full  movable  load, 

w  =  144  tons,  the  constant-truss  weight. 
The  load  is  upon  the  lower  chord. 

For  the  chord-members  we  use  Eqs.  (178),  (179), 
(180),  and  (181),  except  for  the  ends,  where  Eqs.  (186) 
and  (187) ;  w  of  these  equations  ^ing  equal  to  w'  -f  w, 
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or    432    tons ;    whence    we    can    form   the  following 
table : 


Values  of 
z  of  Eqs. 
(179)  & 
(180). 

Values  of 
z  of  Eqs. 
(178)  & 
(181). 

Strains  in 
Tons. 

Compression 
in 

Strains  in 
Tons. 

Tension  in 

12 

639 

mn  &  no 

24 

648 

LM,  MN,  NO 
&OP 

621 

1m  &  op 

36 

630 

KL&PQ 

603 

kl  &  pq 

48 

594 

IK&QR 

585 

ik  &  qr 

CO 

558 

HI&RS 

540 

hi  &  re 

73 

522 

GH&ST 

495 

gh&st 

84 

468 

FG  &  TU 

441 

fg&tu 

96 

396 

EF&UV 

387 

ef  &  uv 

108 

324 

DE  &  VW 

315 

de  &  vw 

120 

252 

CD&  WX 

225 

cd  &  \vx 

132 

162 

BC&XY 

135 

be  &  17 

81 

AB&YZ 

72 

ab  &  72 

For  the  strains  in  the  braces  we  have,  for  Simple 
Truss   No.  4,  Eq.  (131)  +  Eq.  (183), 
For      No.  3,  Eq.  (132)  +  Eq.  (184), 
For      No.  2,  Eq.  (133)  +  Eq.  (185),  and 
For       No.  1,  Eq.  (134)  +  Eq.  (182). 
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Substituting  the  values  of  the  constants,  and  multi- 
plying for  the  end  braces  by  1.118,  and  for  all  the  others 
by  1.414,  we  have  the  following  table: 


Values  of 
u  in  Eq. 
(133)  & 
Eq.  (185). 

Values  of 
u  in  Eq. 
(132)  & 
Eq.  (184). 

Values  of 
u  in  Eq. 
(131)  & 
Eq.  (184). 

Values  of 
u  in  Eq. 

(134)  & 
Eq.  (182). 

Strains  in 
Tons. 

Com- 
pression 
in 

Tension 
in 

—12 

60.38 

Ab&Zy 

Ba  &  Yz 

0 

76.36 

Ac&Zx 

12 

76.36 

Bd&Yw 

24 

62.98 

Ce&Xv 

Ca&Xz 

36 

53.03 

Df&Wu 

Db&Wy 

48 

52.32 

Eg&Vt 

Ec&  Vx 

60 

48.78 

Fh  &Us 

Fd&Uw 

72 

40.57 

Gi&Tr 

Qe  &  T\ 

84 

33.94 

Hk&Sq 

Hf  &  Su 

96 

31.11 

Il&Rp 

Ig&Rt 

108 

28.28 

Km&Qo 

Kb.  &  Q> 

120 

20.77 

Ln&  Pn 

Li&Pr 

132 

14.85 

Mo  &  Om 

Mk  &  Oq 

144 

12.73 

Np&Nl 

Nl&Np 

156 

10.61 

Oq  &  Mk 

Oin  &  Mo 

168 

3.8 

Pr&Li 

Pn  &  Ln 

Here  Ln,  Mo,  Np,  Oq,  Pr,  Pn,  Om,  Nl,  Mk,  and  Li 
are  subject  to  both  tension  and  compression,  or  act  as 
counterbraces.  The  compression  in  the  end  posts  is  the 
vertical  strain  in  zy  and  zx,  or  108  tons. 
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I3'i. — It  is  not  deemed  necessary  to  give  further  ex- 
amples of  compound  trusses  with  equally  inclined  struts 
and. ties,  the  principles  governing  the  determination  of 
equations  in  any  case  having  been  sufficiently  illustrated. 
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CHAPTER  VI. 

TRUSSES  WITH  HORIZONTAL  CHORDS  AND  INCLINED  BRACES, 
THE  TIES  HAVING  A  DIFFERENT  INCLINATION  FROM  THE 
STRUTS,  SUBJECT  TO  CONSTANT  AND  MOVING  LOADS. 

CASE    I.— A   DOUBLE    TRUSS   WHOSE  UPPER   CHORD    IS  DIVIDED 
INTO    AN   EVEN   NUMBER   OF    PANELS    OR    MEMBERS. 

135. — There  is  but  one  truss  of  the  character  described 
in  the  heading  of  this  chapter  in  general  use,  the  Post 
Truss,  Fig.  54,  where  the  struts  have  a  horizontal  extent 
of  half  a  panel ;  and  the  ties  a  horizontal  extent  of  one 
and  one-half  panels. 

212121212121212121212121212 
A  B  C  D  E  F  G  H  I  K  L  M  N  O  N'  M'  L'  K'  I'  H'  G'  F'  E'  D'  C'  B'  A' 


b  c  d  e  f 
12121 


h  i  k  1  m  n  o  o'  n'  m'  1'  k'  i'  h'  g'  i  '  e'  d'  c'  b' 
1212121  1212121212121 

Fig.  54. 


Under  the  action  of  the  full  load  the  truss  may  be 
resolved  into  two  simple  trusses,  one  of  which  is  shown 
in  Fig.  55,  and  termed,  as  in  the  previous  cases,  since  its 
braces  meet  at  the  centre,  No.  1. 


A  B 


B'  A' 


k   m   o  o'   m'   k' 
Fig.  55. 
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The  other,  shown  in  Fig.  56,  is  termed  No.  2. 

A        C       E       G       I       L  IV       I'      G'      E'      C'      A' 


c        eg        i        1         n  n'      1'        i'        g'       e'       c'  a' 

Fig.  5G. 

In  both  the  counterbraces  are  removed. 

136.  Horizontal  strains.  —  Under  a  full  load  upon  the 
lower  chord.  Simple  Truss  No.  1,  having  the  panel  point 
next  the  abutment,  will  be  considered  as  bearing  the 
load  which  comes  directly  upon  the  abutment,  and 
which,  since  the  point  is  only  half  a  panel  length  from 
the  abutment,  is  one-fourth  a  panel  load.  On  the  next 
to  the  abutment  panel  point  rests  a  half  panel  load  from 
one  side,  and  a  fourth  panel  load  from  the  other,  making 
upon  it  in  all  three-fourths  a  panel  load. 
Let  I  =  the  length  of  the  truss, 

d  =  the  depth  of  the  truss, 

p  =  the  length  of  a  panel  or  any  upper-chord  mem- 
ber.    The  load,  wt  is  upon  the  lower-chord. 

Simple  Truss   No.    1   bears  —  +  -^,    and   No.    2, 

2i         I? 

W         IVp  .      ,,  .  , 

--  —  —  j-  in  this  example. 

2i  L 

Let  x  be  the  distance  from  the  abutment  to  any 
point  in  the  lower  chord  of  No.  1  ;  then  the  moment  of 


the  reaction  of  the  abutment  is  -  ---  ^-,  the  moment 

4  L.  // 


of  the  load  directly  upon  the  abutment,        -,  of  the  loadi 

12 
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on  the  next  panel  point,  -(x  —          and  on   the   re- 

•  i  '  ^J  / 

mainder  of  the  truss  £  of  -^-(x  --  ±\  (x  —  ^\,  whence 


we  have, 

TT  _    ivx  _  ivx*  .   pwx       p*w  ,*  q.^ 

=       ~~"h' 


for  the  compressions  in  the  upper-chord  members  oppo- 
site the  panel  points  in  the  lower  chord  to  which  x  is 
measured. 

Taking  moments  around  the  panel  points  in  the 
upper  chord  of  No.  1,  distant  x'  from  the  abutment, 
we  obtain  for  the  tensions  in  the  lower-chord  members 
of  this  simple  truss  opposite  these  points, 

TT,  _  wx'       wxn      pwx1      p*w  n  Qr,x 

:~~  -"' 


From  moments  around  the  lower-chord  points  of 
Simple  Truss  No.  2,  distant  x"  from  the  abutment,  the 
compressions  in  the  upper-chord  members  opposite 
these  points  are  given  by 


_  WX"  __  'WX"*     _pWX'f         %p*W  /,  qgx 

"  43"  '~        '     ~  ~' 


And  for  the  lower-chord  members  of  the  same  truss, 
•x'"  being  the  distance  to  the  upper-chord  panel  points, 

,,,  _  wx1"  __  wx'm       wpx'" 
' 


4d 

The  strain  in  the  members  of  the  upper  chord  of 

1x")  ( 

>  of  Eq.  j 
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equal  to  •]   ,/~_7     £5  and  adding  the  equation  so  changed 
(x  -\-p) 


to  Eq.    iqpp  whence  we  have  for  the  compressions  in 


those  members  opposite   the   lower-chord  points  of  No. 

1,  x  having  been  made  equal  to  -     -  2, 

2 


And  for  the  compressions  in  those  members  opposite 
the  lower-chord  points  of  No.  2,  x'f  having  been  made 

equal  to  —  —  2', 
wl 


_  w         iv  .,  _  p 
"  2 


2;  and  d  being  respectively  the  distances  from  the  centre 
of  the  truss  to  the  lower-chord  panel  points  of  Simple 
Trusses  No.  1  and  No.  2. 

The  tension  in  the  lower  chord  of  the  double  truss  is 

i  •      \x'"\    fv     (197)          ,  ,     (x'  +p) 
found  by  making  j^  j.  of  Eq.  j  195|  equal  to  \x,n+  *  \ , 

(195) 
and  adding    the    equation  so  changed    to    Eq.  jin^fj 

whence  the  strain  opposite  the  upper-chord  point  of  No. 
1  is,  making  x'  =  —  —  2, 

25 

+'  -   -  <200> 
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and  opposite  the  upper-chord  points  of  No.  2,  making 


137.  Vertical  Strains  from  a  full  Load.  —  As  in  the  Other 
compound  trusses  under  a  full  load,  the  vertical  strains 
here,  in  the  simple  trusses,  are  independent  of  each 
other,  and  may  be  obtained  from  the  upper-chord  sim- 
ple-truss horizontal  equations,  and  are, 


for  No.  1,  u  being  the  distance  from  the  abutment  to  a 
point  midway  between  the  loaded  points  of  this  simple 
truss,  and 


for  No.   2,  u'  being  the  corresponding  distance  in  this 
simple  truss. 

13§.  Vertical  Strains  from  a  Moving  Load.  —  This 
truss  has  one  decided  peculiarity  :  the  members  of  the 
simple  trusses  are  connected  by  the  counterbraces  on 
the  same  side  of  the  centre.  Let  the  point  I  be  loaded  ; 
then  that  portion  of  the  weight  which  is  borne  by  the 
right  abutment  is  conveyed  thither  by  the  braces, 
through  the  points  M,  m,  N,  n,  to  O  ;  from  O  it  may 
pass  to  o,  thence  to  N'  and  thence  solely  through  the 


THE    STRENGTH    OF   BEIDGES    AND    ROOFS.  181 

braces  of  Simple  Truss  No.  2  to  the  abutment  ;  or  from 
O  it  may  pass  to  o',  thence  to  M,  and  thence  solely 
through  the  braces  of  No.  1  to  the  abutment  ;  or  again 
from  O  it  may  pass  partly  through  o  and  partly  through 
o'  ;  but  as  the  greatest  strain  must  be  provided  for,  each 
simple  truss  must  be  calculated  to  bear  the  whole  of  the 
strain  which  can  possibly  come  upon  it. 

Let  w'  represent,  as  before,   the  weight  of  a  full 
movable  load,  and  let  the  partial  load  extend  from  one 

abutment  a  distance  (I  —  u)  less  than  —  ;  u  in  this  case 

being  the  distance  from  the  farther  abutment  to  the  cen- 
tre of  a  panel  of  the  double  truss,  the  reaction  of  this 
abutment  is,  since  the  first  panel  point  can  bear  only 
Siv'p 
IT' 

-         -         (204) 


This  would  be  the  vertical  strain  from  the  partial 
load  in  the  braces  between  the  end  of  the  load  and  the 
unloaded  abutment,  were  there  no  strain  from  the  con- 
stant-truss weight. 

As  this  strain,  Eq.  (204),  passes  from  the  end  of  the 
load  towards  the  centre,  it  meets  the  constant-truss 
strains,  Eqs.  (202)  and  (203),  passing  from  the  centre, 
the  less  of  these  neutralizing  its  amount  in  the  greater  ; 
and  since  the  moving-load  strain  passes  through  the 
counter-braces  from  one  simple  truss  to  the  other,  the 
same  moving-load  strain  rnee^s  the  constant-truss  strain 
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from  both  simple  trusses,  differing  in  this  respect  from 
its  action  in  the  other  compound  trusses. 

Let  every  panel  point,  in  the  figure,  from  the  left 
abutment  to  and  including  the  point  m,  be  fully  loaded  ; 
then  Eq.  (204),  when  u  is  the  distance  from  the  right 
abutment  to  a  point  midway  between  m  and  n,  is  the 
portion  of  the  load  borne  by  the  right  abutment.  A 
part  of  this  strain  at  the  point  1  meets  the  constant 
strain  from  Simple  Truss  No.  2,  and  the  remainder  of  it 
meets  the  constant  strain  from  No.  1  at  m.  If  u  and  ur 

in  the  Eqs.  (202)  and  (203)  be  made  greater  than  -  , 

m 

and  the  difference  in  their  successive  values  be  kept 
constant,  each  represents  the  distances  to  the  centre  of 
the  lower  panels  of  the  other  simple  truss  than  that  to 
which  it  originally  belonged,  and  V  in  each  equation 
has  a  minus  value,  indicating  a  vertical  strain  passing 
from  the  abutment  from  which  u  and  u'  are  measured. 
If  u  of  one  equation  be  made  equal  to  u'  -\-  p  of  the 
other,  and  the  equations  then  added,  we  shall  have, 


(205, 


for  the   total  amount  of  constant-truss  vertical  strain 
that  meets  the  strain  of  Eq.  (204)  when  u'  is  greater 

than  —  ;  (had  u'  of  the  other  equation  been  changed, 

ju 

and  the  two  added,  the  resulting  equation  would  be  the 
same). 

Eq.  (205)  has  a  minus  value,  consequently  the  differ- 
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ence  between  it  and  Eq.   (204)  may  be  obtained    by 
adding  the  two  ;  hence 


is,  as  long  as  it  has  a  plus  value,  a  strain  passing  to  the 
abutment  from  which  u  is  measured.  When  it  has  a 
minus  value  it  passes  to  the  other  abutment  and  ceases 
to  be  of  use,  for  it  indicates  a  less  strain  than  when  the 
load  extends  to  the  same  point  from  the  other  abut- 
ment. 

The  value  of  u'  differs  from  that  of  u  in  this  man- 
ner :  Suppose  the  segment  a  to  m,  inclusive,  to  be 
loaded  as  before,  then  uf  of  the  latter  .part  of  the  equa- 
tion is  the  distance  from,  the  right  abutment  to  n,  or  the 
centre  of  a  panel  of  a  simple  truss,  but  u  is  the  distance 
from  the  same  abutment  to  the  centre  of  a  panel  of  the 
double  truss,  in  this  case,  to  midway  between  m  and  n  ; 

hence  u  =  u'  +  —  ,  and  the  equation  becomes 

u 


V  =  !«!-«)—  fl  +  f-.     '     (207) 

This  equation  extends  from  that  point  where  it  first 
lias  a  plus  value  to  the  centre,  but  no  farther.  When 
the  load  covers  half  the  truss,  the  vertical  strain  to  the 
unloaded  abutment  may  take  one  of  three  courses,  as 
explained  before. 

First,  suppose  it  all  to  pass  from  the   point    o    to 
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N',  or  o'  to  N,  then  since  u  =  —  ,   Eq.  (204)   becomes 


and  this  is  the  vertical  strain  throughout  the  braces  of 
Simple  Truss  No.  2  ;  then,  as  the  load  passes  on,  and 
the  successive  points  of  this  simple  truss  become  loaded, 
we  have,  for  the  load  upon  them,  within  the  space 
I 


adding  this  to  Eq.  (208),  we  have, 


Again,  adding  to  Eq.  (203),  we  have, 

w_w(  m 

h 


for  the  total  vertical  strain,  or  vertical  component  of  the 
strain,  in  the  braces  of  Simple  Truss  No.  2,  when  the 
load  covers  more  than  half  the  truss. 

When  the  truss  is  half  loaded,  the  strain  from  all 
except  the  point  next  the  centre  may  pass  through  the 
braces  of  No.  1  to  the  unloaded  abutment,  or  all  of  Eq. 

(204),  when  u  =  —  +  _p,  which  is  therefore, 
Z 
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The  load  on  the  panel  points  of  No.  1,  in  the  space 


Adding  these  and  Eq.  (202),  we  have, 


for  the  maximum  vertical  strains  in  the  braces  of  No.  1. 


139.  Example.— In  Fig.  54, 

Let  I  =  312  feet,  the  length  of  the  truss, 
d  =     24  feet,  the  depth  of  the  truss, 
p  =     12  feet,  the  length  of  a  panel, 
w'=  312  tons,  the  weight  of  a  full  movable  load, 
w  =  156  tons,  the  weight  of  the  truss. 
For  the  horizontal  chord  strains,  we  use  Eqs.  (198), 

(199),  (200),  and  (201).     Substituting  the  values  of  the 

above  constants,  we  can   form   the   following  table  of 

strains : 
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Values 
of  2  iu 
Eq. 
(IDS). 

Values 
of  z  in 

Eq. 

(199). 

Strains 
in  Tons. 

Compres- 
sion in 

Values 
of  z  in 
Eq. 

(200). 

Values 
of  z  in 
Eq.- 
(201). 

Strains 
in  Tons 

Tension 
in 

15 

759.375 

NO  &  ON' 

0 

759.375 

oo' 

13 

759.375 

MX&  N'M' 

12 

745.875 

no  &  o'u' 

30 

741.375 

LM  &  M'L' 

24 

732.375 

ran  &  n'm' 

43 

723.375 

KL  &  L'K' 

36 

700.875 

1m  &  m'l' 

54 

687.375 

IK  &  KT 

48 

669.375 

kl  &  1'k' 

66 

651.375 

HI  &  I'H' 

60 

619.875 

ik  &  k'i' 

73 

597.375 

GH&H'G' 

72 

570.375 

hi  &  i'h' 

90 

543.375 

FG  &  G'F' 

84 

502.875 

gli  &  h'g' 

102 

471.375 

EF  &  F'E' 

96 

435.375 

fg&g'f 

114 

399.375 

DE  &  E'D' 

108 

349.875 

ef  &  f  e' 

A 

126 

309.375 

CD  &  D'C' 

120 

264.375 

de  &  e'd' 

138 

219.375 

BC  &  C'B 

» 

132 

160.875 

cd  &  d'c' 

150 

111.375 

AB  &  B'A' 

144 

57.375 

be  &  c'b' 

For  the  vertical  strains,  or  strains  having  vertical 
components,  we  use  Eq.  (207)  for  the  counterbraces 
when  the  load  covers  less  than  half  the  truss;  Eq.  (214) 
for  the  braces  of  No.  1,  and  Eq.  (210)  for  the  braces  of 
No.  2,  when  the  truss  is  more  than  half  loaded.  Each 
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brace  must  be  proportioned  for  the  greatest  strain  which 
can  come  upon  it  in  any  case.  The  vertical  strain  is  to 
be  multiplied  by  1.031  for  the  struts,  and  1.25  for  the 
ties,  these  being  the  secants  of  their  angles.  The  follow- 
ing is  a  table  of  the  strains  in  the  braces  : 


Values 
of  u  in 
Eq. 

(214). 

Values 
of  u  in 
Eq. 

(211). 

Values 
of  u  in 
Eq. 

(207). 

Strains 
in  Tons. 

Compres- 
sion in 

Strains 
in  Tons. 

Tension 
in 

0 

125.27 

Ab  &  A'b' 

6 

164.93 

Ac  &  A'c' 

18 

124.70 

Bb  &  B'b' 

151.19 

Bd  &  B'd' 

30 

124.37 

Cc  &  C'c' 

150.79 

Ce  &  C'e' 

42 

107.33 

Dd  &  D'd' 

125.13 

Df  &  D'f 

54 

98.20 

Ee  &  E'e' 

119.06 

Eg  &  Eg' 

60 

90.91 

Ff  &  F'f  ' 

110.22 

Fh  &  F'h' 

78 

82.26 

Gg  &  G'g' 

99.74 

Gi&  GT 

90 

75.37 

Hh  &  H'h' 

91.38 

Hk&H'k 

102 

67.27 

Ii  &  IT 

81.56 

11  &  IT 

114 

60.93 

Kk  &  K'k 

73.88 

Km&K'm' 

126 

53.23 

LI  &  LT 

64.54 

Ln  &  L'n' 

138 

47.37 

Mm&M'm 

57.44 

Mo  &  M'o 

156 

40.16 

Nn  &  N'n' 

48.71 

No'  &  N'o 

168 

31.44 

On'  &  On 

180 

19.83 

N'm'&Nm 

192 

6.27 

M  1'  &  Ml 

The  compression  in  the  end  struts  is  229.5  tons. 
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The  ambiguity  caused  by  the  arrangement  of  the 
struts  at  the  centre  and  the  counterbraces  may  be  en- 
tirely avoided,  and  the  weight  divided  between  the  t\v<> 
simple  trusses,  by  the  arrangement  shown  in  the  follow- 


ing case : 


CASE  II.  —  A  DOUBLE  TRUSS  WHOSE  UPPER  CHORD  IS 
DIVIDED  INTO  AN  ODD  NUMBER  OF  PANELS  OR  MEM- 
BERS. 

14O.  —  Let  the  Post  Truss,  described  in  the  previous 
case,  be  opened  at  the  centre,  so  that  the  upper  ends  of 
the  centre  struts  are  one  panel  length  apart,  and  we 
have,  adding  the  ties,  the  truss  shown  in  Fig.  (57). 

A     BCDKPOHIKLHNno'  V'M'L'  K'  I'H'G'  t'  K'|/  c'  H'A' 

1   212121212121221212121212121 


M  2  1  2  1  2  1  2  1  2  1  2  1  2  1  2  1  2  1  2  1  2  1  58  12 
ucdefgkikliniio  po'n'm'l'  k'i  h'g'f  '  e'd'c'b'  , 

Fig.  57. 

The  struts  and  ties  have  the  same  inclinations  as  in 
the  previous  cas?. 

141.  Horizontal  strains.  —  Under  the  action  of  a  full 
uniform  load  this  truss  may  be  resolved,  as  in  previous 
cases,  into  two  simple  trusses,  whose  separate  panel 
points  are  shown  in  the  figure  by  the  numbers  1,  1,  etc., 
and  2,  2,  etc. 

Let  I  =  the  length  of  the  truss, 
d  =  the  depth  of  the  truss, 
p  =  the  length  of  a  panel, 
w  =  the  weight  of  a  full  uniform  load. 
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The  load  is  upon  the  lower  chord.  As  before,  the 
quarter  panel  load,  directly  upon  the  abutment,  is  con- 
sidered as  belonging  to  that  simple  truss  which  has  the 
panel  point  next  the  abutment.  Therefore,  in  this 

example  No.  1  bears  —  —  —y-,  and  No.  2  bears  —  -f-  —  ^-- 

—  •  —'  —  _6 

Hence,  taking  moments  around  any  points  of  No.  1 
in  the  lower  chord,  distant  x  from  the  abutment,  we 
obtain  for  the  strain  in  the  upper  chord  opposite  this 
point, 

wx       wx*       Sp^w 
:"         Hl' 


and  for  the  lower  chord,  opposite  any  upper-chord  panel 
point  distant  x'  from  the  abutment, 

H'-— 

'          ' 


From  moments  around  the  points  of  No.  2  we  have 
for  the  upper-chord  member  opposite  any  lower-chord 
point,  distant  x"  from  the  abutment, 

R,,  _  WO/'     _  WX'"1  pW  /91  -• 

~'  '-'~ 


and   for  the  lower-chord  member,  opposite  any  uppei- 
chord  point  distant  x'"  from  the  abutment, 

wx"'       wx'"*         *w 


Ul 


These  are  the  strains  in  the  chords  of  the  simple 
trusses  under  their  separate  loads.  The  strain  in  the 
upper  chord  of  the  double  truss,  opposite  any  lower- 
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chord  panel  point,  is  the  strain  in  the  upper  chord  of 
the  simple  truss  at  the  same  point  added  to  the  strain  in 
the  other  simple  truss  at  the  next  panel  point  towards 
the  centre  ;  whence  we  obtain  but  one  equation  for  the 
upper  chord  : 


z  being  =  —  —  x,  or  the  distance  from  the  centre  of  the 

truss  to  the  lower-chord  panel  point,  opposite  to  which 
is  the  member  whose  strain  is  given  by  the  equation,  and 
is,  therefore,  the  distanco  to  the  centre  of  that  member. 
In  the  lower  chord  of  the  double  truss  the  strain  at 
any  point  is  the  simple-truss  strain  at  that  point  added 
to  the  other  simple-truss  strain  at  the  next  panel  to- 
wards the  abutment,  whence  we  obtair  for  any  member 
of  the  lower  chord, 

/oon\ 

-  '  (220) 


z'  being   =  —  —  as.  or  the  distance  from   the   centre  of 

2  » 

the  truss  to  the  centre  of  any  lower-chord  member  whose 
strain  is  given  by  the  equation. 

142.  Tertical  Strain  from  a  Constant  Load.  —  This, 
as  before,  is  obtained  from  the  simple-truss  horizontal 
equations,  and  is  for  Simple  Truss  No.  1, 


m     (       } 

4     %r 

where  u  is  the  distance  from  the  abutment  to  any  point 
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midway  between  the  lower-chord  points  of  No.  1  ;  and 
for  No.  2  it  is, 


(222) 


where  itf  is  the  distance  from  the  abutment  to  any  point 
midway  between  the  lower-chord  points  of  No.  2. 


143.    Vertical   Strains  from    a   Moving    Load. — If  we 

consider  the  truss  as  half  loaded,  it  will  be  seen  from 
the  figure  that  the  portion  of  the  weight  borne  by  the 
unloaded  abutment,  excepting  that  upon  the  central 
panel  point,  passes  from  the  end  of  the  load  to  that 
abutment  solely  through  the  braces  of  Simple  Truss  No. 
2.  If  less  than  half  the  truss  be  loaded,  the  load  ex- 
tending from  one  end,  the  weight  borne  by  the  unloaded 
abutment  passes  by  means  of  the  counterbraces  froru 
one  simple  truss  to  the  other  until  it  reaches  the  centre, 
beyond  which  it  is  confined  to  No.  2,  as  before. 

In  the  case  of  a  less  than  half  load,  the  conditions 
are  similar  to  the  previously- described  Post  Truss,  and 
Eq.  (204), 


w' 


V  = 


gives  the  vertical  strain  passing  to  the  abutment  from 
which  u  is  measured,  the  minimum  value  of  u  being 


I  _ 

To  this  strain  must  be  added  the  equation  of  thecon- 


—  +  — ,  and  w'  being  the  weight  of  the  full  load. 

_        — 
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(091  )  (222  / 

slant-truss  strain.    This  is  Eq.  1999^  added  to  Eq.  j   ~7  - 


when  \U  j-  is  made  equal  to  \u,  '\^\-     Whence, 
(V  )  (u'  +p\ 

v=lri^'+r):    -    -    -    <223> 

and  since  u'  +  *—  of  this  equation  is  the  distance  to  the 

Z 

same  point  as  u  of  Eq.  (204),  we  have,  adding  these 
equations, 

-     (224) 


It  must  be  borne  in  rnind  that  w,  in  this  equation,  is 
the  distance  from  the  abutment  to  the  centre  of  a  panel 

of  the  double  truss,  and  that  its  least  value  is  —  -f-  -2L 

£       — 

and  that  the  equation  is  only  needed  as  long  as  Vhas  a 
plus  value. 

When  the  load  extends  from  one  abutment  beyond 
the  centre,  we  have  for  the  strains  on  the  braces  of  No. 

2,  the  strain  of  Eq.  (204),  when  u  =1  +£,  or, 

—       — 


Then,  as  the  successive  points  of  No.  2  become 
loaded,  we  have,  for  the  proportion  of  weight  passing 
to  the  unloaded  abutment  from  which  u'  is  measured, 


w'  I  I         *    .   w     I 
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which  is  to  be  added  to  Eq.  (225),  and  to  the  constant- 
truss  strain  of  No.  2,  Eq.  (222),  and  we  have, 


for  the  maximum  strain  upon  the  braces  of  No.  2,  in 
that  panel  whose  centre  is  distant  u'  from  the  abutment. 
Until  the  moving  load,  extending  from  one  abut- 
ment, reaches  the  central  panel  point,  no  vertical  strain 
from  it  comes  upon  the  braces  of  No.  1  in  the  unloaded 
half  ;  the  greatest  strain  upon  these  braces  from  the  cen- 
tral point  is  when  it  has  a  panel  load  upon  it.  As  the 
successive  points  towards  the  unloaded  abutment  come 
under  the  load,  we  have  for  the  proportion  of  weight 
"borne  by  this  abutment  and  the  greatest  vertical  strain 
from  the  movable  load  in  the  panel  of  No.  1  to  which 
u  is  measured, 


and  adding  this  to  Eq.  (221),  we  have, 


ibr  the  maximum  strain  in  No.  1. 

There  is  a  portion  of  the  load  on  No.  1,  between  the 
centre  and  the  end  of  the  load,  that  passes  to  the  other 
abutment,  or  the  one  from  which  the  load  extends,  the 
strain  of  which  is  taken  back  to  the  centre  by  the  cotin- 
terbraces. 

13 
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144.  Example. — In  Fig.  (57), 

Let  /    =  324  feet,  the  length  of  the  truss, 
d  =    24  feet,  the  depth  of  the  truss, 
p  =    12  feet,  the  length  of  a  panel, 
w'  =  324  tons,  the  weight  of  a  full  movable  load, 
w  =  162  tons,  the  weight  of  the  uniform  permanent 
load. 

145.  Horizontal  strains.— Substitute  the  values  of  the 
constants  in  Eqs.  (219)  and  (220),  w  of  these  equations 
being  w1  -+-  w,  or  486  tons,  and  we  have  the  following 
table  of  strains : 


Values  of 
z  in  Eq. 
(319). 

Strains  in 
Tons. 

Compres- 
sion in 

Values  of 
z'  in  Eq. 
(220). 

Strains  in 
Tons. 

Tension 
in 

0 

820.125 

00' 

6 

813.375 

op  &  po' 

12 

820.125 

NO  &  N'O' 

18 

,     779.875 

no  &  o'n' 

24 

811.125 

MN  &  M'N 

30 

777.375 

mn  &  n'm' 

36 

793.125 

LM  &  L'M 

42 

745.875 

Im&mT 

48 

766.125 

KL  &  K  L' 

54 

705.375 

kl  &  Ik' 

60 

730.125 

IK  &  I'K' 

66 

655.875 

ik  &  k'i' 

72 

685.125 

HI  &  HT 

78 

596.375 

hi  &  i'h' 

84 

631.125 

Gil  &  G'H' 

CO 

529.875 

gh  &  h'g' 

06 

568.125 

FG  &  F'G' 

102 

453.375 

fg  &  g'f 

108 

496.125 

EF&.E'F' 

114 

367.875 

ef  &  t'e' 

120 

415.125 

DE  &  D'E' 

126 

273.375 

de  &  e'd' 

132 

325.125 

CD  &  CD' 

138 

171.875 

cd  &  d'c' 

144 

226.125 

BC  &  B'C' 

150 

57.375 

be  &  c'b' 

156 

118.125 

AB  &  A'B' 
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146.  Vertical  §train§. —  Substitute  the  values  of  the 
constants  in  Eqs.  (228),  (226),  and  (224),  and  multiplying 
the  results  by  1.25  for  the  ties,  and  1.031  for  the  struts, 
we  have  the  following  table  of  strains  in  the  braces : 


Values  of  u 
in  Eq.  (224). 

168 

180 

192 

204 

Strains  in 
Tons. 

3C.67 

14.36 

1.20 

Compres- 
sion in 

Oo& 
O'o' 

Nn& 
N'n' 

Mm  & 
M'm' 

Strains  in 
Tons. 

43.13 

28.70 

17.41 

1.45 

Tension 
in 

oO  & 
o'O 

nO& 
n'O' 

mN& 
m'V 

1M& 
I'M' 

Values  of  11 
in  Eq.  (226). 

150 

126 

102 

78 

54 

30 

6 

Strains  in 
Tons. 

9.23 

22.57 

36.78 

51.89 

67.93 

84.88 

Compres- 
sion in 

Nn& 
N'n' 

L1& 
V£ 

li  & 
IV 

Gg& 
G'g' 

Ee  & 
E'e' 

Cc& 
C'c' 

Strains  in 
Tons. 

11.25 

27.36 

44.59 

62.91 

82.36 

102.91 

124.59 

Tension 
in 

Np  & 
Np 

Ln& 
L'n' 

11  & 
IT 

Gi& 
GT 

Eg  & 

E'g' 

Ce& 
C'e' 

Ac  & 
A'c' 

Values  of  v 
in  Eq.  (228). 

138 

114 

90 

66 

42 

18 

0 

Strains  in 
Tons. 

51.49 

65.24 

79.90 

95.47 

111.98 

129.39 

Compres- 
sion in 

Mm  & 
M'm' 

Kk& 
K'k' 

Hh& 
Hlx' 

Ff& 
F'f 

Dd& 
D'd' 

Bb& 
B'b' 

Strains  in 
Tons. 

62.43 

79.10 

90.88 

115.75 

135.76 

156.88 

125.27 

Tension 
in 

Mo& 

MV 

Km& 
K'u/ 

Hk& 
HV 

Fh& 
BV 

Df  & 
LY 

Bd& 
L'u' 

Ab& 
A'b' 

196  A   TREATISE   ON 

Total  compression  on  the  end  struts,  238.5  tons. 
The  compression  on  Nn  and  N'n'  is  greater  in  the 
second  equation  than  in  the  first. 

147.— This  system  of  bracing,  like  the  others,  may  be 
extended  to  compound  trusses  containing  any  number 
of  simple  trusses,  for  which  equations  may  be  similarly 
found. 
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CHAPTER  VII. 

INCLINED   TRUSSES    OR   RAFTERS. 

148. — The  same  principles  govern  the  investigation 
of  strains  in  inclined  as  in  horizontal  trusses,  and  mo- 
ments are  to  be  taken  and  equations  formed  in  the  same 
manner. 

The  inclined  truss  thrusts  horizontally  as  well  as 
vertically  against  its  abutments  or  walls,  or  the  latter 
may  be  considered  as  having  a  horizontal  reaction  in- 
ward as  well  as  a  vertical  reaction  upward. 


Fig.  58. 


149.  Horizontal  Reaction. — Let  AB   and    AC, 

' 

58,  represent  a  pair  of  inclined  trusses  or  rafters,  joined 
together  at  the  apex  and  to  the  walls  by  one  chord  only. 
Let  I  =  the  horizontal  distance,  BC,  between  the  walls, 
I'  =  the  length  of  each  rafter, 
h  =  the  height  of  the  apex,  A,  above  the  walls, 
10  ~  the  whole  weight,  uniformly  distributed  over 
thrt  two  rafters. 
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The  rafter  to  the  right  of  A  is  kept  in  equilibrium  by 

the  vertical  reaction  of  the  wall,  —  ,  the  weight  on  the 

tt 

rafter,  —  ,  and  the  inward  reaction  of  the  wall  ;  hence, 
z 

taking  moments  around  A,  we  have  for  the  moment  of 
the  latter,  the  difference  between  the  moments  of  the 
other  forces,  or, 


*X-—  -x" 


(229> 


is  the  horizontal  reaction  of  either  wall. 

Taking  moments  around  D,  in  the  line  of  the  tops 
of  the  walls,  it  will  be  found  that  the  horizontal  thrust 
at  A  is  the  same. 

150.  —  Had  the  rafters  been  joined  by  both  chords  at 
A,  it  would  be  impossible  to  determine  the  proportion 
of  strain  to  which  each  chord  would  then  become  sub- 
ject. In  such  a  case  one  rafter  could  not  bear  an  equal 
or  certain  fixed  proportion  of  strain  to  the  other  unless 
the  mechanical  construction  possessed  a  theoretical  pre- 
cision almost  unattainable  in  practice;  and  even  were 
this  done,  the  different  expansions  and  contractions  of 
the  two  chords  would  immediately  affect  the  amount  of 
strain  upon  each. 

All  ambiguity  of  strains  in  trusses  must,  where  prac- 
ticable, be  avoided,  and  we  shall  therefore  consider  the 
rafters  as  joined  together  by  one  chord  only. 
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151.  The  proportion  between  the  Horizontal  and  Ver- 
tical Reactions  of  the  Wall. — To  find  the  proportion 
between  the  horizontal  and  vertical  reactions  of  the  wall, 
we  have, 

wlL-  w  "  h-  L 
Sfi  '  2  4* 

Draw,  in  Fig.  58,  the  vertical  line  BE  —  />,  and  the 
horizontal  line  EF  =  — .  If  BE  represent  the  amount 

of  vertical  reaction,  or—,  then   EF  will  represent  the 

JL 

horizontal  reaction,  and  this  proportion  will  hold  good 
for  any  value  of  w,  great  or  small. 

The  resultant  force  of  BE  and  EF  is  represented  by 
the  line  BF.  This  line  gives  the  direction  and  amount 
of  thrust  of  the  rafter,  and  BE  and  EF  are  the  vertical 
and  horizontal  components  of  this  thrust. 

It  will  be  noticed  that  the  resultant  thrust  is  not  in 
the  line  of  the  rafter,  and  that  its  direction  depends  on 
the  inclination  of  the  rafter  and  not  on  w. 


152.  Longitudinal  Reaction. — Instead  of  horizontal 
and  vertical  components,  this  thrust  of  the  rafter,  repre- 
sented by  the  line  BF,  may  be  resolved  into  two  other 
components,  on,e  shown  by  BG  in  the  line  of  the  rafter, 
and  the  other  by  GF  at  right  angles  to  it.  The  first  of 
these  we  shall  term  the  Longitudinal  Reaction,  and  the 
other  the  Transverse  Reaction,  the  value  of  the  former 
being  found  r :  follows :  Produce  the  lines  EF  and  BG 
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until  they  meet  at  I,  and  from  F  draw  FG  parallel  to 

BI  ;  therefore  FI  =  FE  =  -,  and  the  triangle  FGI  is 

4 

similar  to  the  triangle  ADB,  and 


Then, 


I'  :L  ::  L:  L  =  the  length  of  GI. 
2       4     8/' 


7,    _  _  ffW       . 


2       2A. 
and, 

"  7r*  J  3 

4=        -h> 

wl'         wF  _  wl'         w  ,™  _    72v  _  wl'       wh 
~~'~~~~~(  ""    ~ 


or,  L  =  --  +  ^,       -        -  (230) 

is  the  longitudinal  reaction  of  the  wall  or  abutment. 

153.   Transverse   Reaction. — The  transverse  reaction 
is  found  by  a  similar  process. 

I'lhliL:  ™  =  the  distance  GF, 

4       4t 

and 

.   Id   ..  w  .  wl 


or, 

T  =  -L  -  (231) 

is  the  transverse  reaction  of  the  wall. 
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154.  Truss  strains.— Let  Fig.  59  represent  a  pair  of 
rafters, 


Kg.  59. 

or  inclined  trusses,  joined  to  each  other  and  to  the  wall 
by  the  upper  chord,  and  divided  into  uniform  panels  by 
the  braces. 

Let  w  =  the  weight,  uniformly  distributed  over  the 

two  rafters. 

• 

I  =  the   distance  between  the  walls  or  lower 

ends  of  the  rafters. 
I'  =  the  length  of  each  rafter  between  the  points 

of  its  connection. 
h  =  the  height  of  the  apex  above  the  supports, 

or  the  height  of  one  end  of  a  rafter  above 

the  other. 
d  =  the  depth  of  the  rafters,  or  the  distance 

between  the  chords  at  right  angles  to  the 

lengths. 
cc  =  the  distance  along  the  upper  chord  to  any 

panel  point  from  the  point  where  it  is 

joined  to  the  abutment. 
L  =  the  longitudinal  chord  strain. 
T  =  the  transverse  strain. 
The  weigh'    is    considered    as   concentrated   at   the 


202  A   TREATISE   ON 

upper-chord  panel  points—  the  abutment  bearing  half  a 
panel  load. 

155.  Longitudinal  Strains.  —  If  we  take  moments 
around  any  panel  point  in  the  upper  chord  distant  ,r 
from  the  wall,  the  moment  of  the  longitudinal  strain  in 
the  lower  chord,  in  the  same  transverse  section,  is  Lx^  ; 
and  it  is  equal  to  the  moment  of  the  transverse  reaction 
of  the  abutment,  less  the  moment  of  the  transverse  com- 
ponent of  the  load  on  x  :  the  longitudinal  reaction  of 
the  abutment,  and  the  longitudinal  component  of  the 
weight  on  #,  passing  through  the  point  about  which  mo- 
ments are  taken,  have  no  moment. 

The  weight  on  o?is  -  -  X  #5  an(l  if  it  be  represented 

Zo 

by  the  line  ab  in  Fig.  59,  be  will  be  its  transverse,  and 
ac  its  longitudinal  component,  and  the  triangle  abc  will 
l;e  similar  to  the  triangle  ACD  ;  hence  we  obtain  the 
former  component  from  the  proportion 


7,  .    I  ..  wx  .  wlx 
'   2"  '  W  '  "I?7"' 

,  ..  ,  .    wtx  .  ,  x       wlx       ,  f 

and  its  moment  is  —  -  X  --       -^  ;  whence  we  can  form 

4:0  2  Oi 

Jie  equation 


for  the  longitudinal  tension  in  the  lower  chord  opposite 
any  panel  point  distant  x  from  the  wall. 

Taking  moments  around  a  point  in  the  lower  chord 
in  the  same  transverse  section,  the  moment  of  the  trans- 
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verse  reaction  of  the  wall  and  the  load  on  x  are  the  same 
as  in  the  other  chord.  In  this  case  the  conditions,  so  far 
as  the  moment  of  the  load  on  x  is  considered,  are  the 
same  as  those  which  in  (28)  gave  Eq.  (14). 

"We  have,  therefore,  Eq.   (232)  for  the  upper  and 

lower  chord  strains,  and  making  x  —  —  —  z,  we  obtain, 


where  z  is  the  distance  from  the  centre  of  the  upper 
chord  to  the  different  panel  points. 

This  strain,  Eq.  (233),  is  from  the  transverse  reac- 
tion of  the  abutment  ;  but  other  strains  from  the  longi 
tudinal  component  of  the  weight  upon  the  rafter,  and 
the  longitudinal   reaction  of  the  abutment,   affect   the 
upper  chord. 

In  considering  the  effect  of  these  strains  it  will  be 


noticed  that,  though  the  weight  on  x  is  —  —  ,  a  half-panel 

Jut 

load  rests  directly  on  the  abutment,  and  consequently  that 

ajj  /n\ 

"oj/C*  —  o)  W1"  express  the  true  amount  of  the  load  be- 

' 


tween  the  panel  point  to  which  x  is  measured  and  the 
abutment.     The  moment  of  its  longitudinal  component 

is  --a?  —         an(^   *ne   moment   of  the  longitudinal 


reaction  is,  from  Eq.  (230),  I^L  +  ™L\&  whence 

\  4/i       41'  I 
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T  7     lid'       wh\  7      wdJi,        p 

w=U  +  4-- 

and 


is  the  compression  from  the  longitudinal  strains  which 
are  confined  to  the  upper  chord  ;  and  for  this  chord  is 
to  be  added  to  Eq.  (233)  ;  bearing  in  mind  that  Eq. 
(234)  applies  throughout  the  truss  to  the  member  on  the 
abutment  or  lower  side  of  the  point  to  which  x  is  meas- 
ured, and  Eq.  (233)  to  the  member,  as  will  be  seen  here- 
after, on  the  side  on  which  there  is  no  inclined  brace,  of 
the  point  to  which  z  is  measured  ;  the  equations  have 
been  separated  to  avoid  confusion  from  this  cause. 

Eq.   (232)  is  greatest  when  x  —  —  ,  or  at  the  centre, 

M 

when  it  becomes 


and  decreases  both  ways  to  the  ends,  where  it  becomes 


zero. 


Eq.  (234)  varies  inversely  as  a?,  and  is,  consequently, 
greatest  at  the  abutment  and  least  at  the  apex  ;  its  dif- 
ference between  any  two  points  distant  p  apart,  that  is, 
any  two  contiguous  members,  is,  it  will  be  seen  by  sub- 
tracting Eq.  (234)  at  x  from  Eq.  (234)  when  x  is  made 

x  -\-p^£P.^  or  the  longitudinal  component  of  a  panel 
load.     It  therefore  receives  no  strains  from  the  braces, 
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nor  transmits  any  to  them,  but  is  confined  wholly  to  the 
upper  chord. 

156.  Transverse  Strains.  —  As  Eq.  (232)  increases  as 
we  pass  from  either  end  towards  the  centre  of  the  rafter, 
this  change  of  strain  must  affect  the  braces,  and  as  Eq. 
(232)  is  similar  to  the  horizontal  equations  for  the  hori- 
zontal trusses,  the  braces,  it  will  be  seen,  will  depend 
upon  their  inclinations  for  their  character  of  struts  and 
ties  ;  that  is,  if  they  are  alternately  transverse  and  diag- 
onal, the  latter  will  be  ties  when  their  upper  or  outer 
ends  are  inclined  towards  the  ends  of  the  rafter,  and  the 
former,  struts  ;  the  reverse  being  also  true.  Similarly 
to  the  other  trusses,  the  difference  in  the  different  values 
of  Eq.  (232)  at  the  two  ends  of  a  panel  is  the  longi- 
tudinal component  of  the  strain  in  the  tie  of  that  panel. 
(Longitudinal,  in  this  chapter,  refers  exclusively  to  line 
of  direction  of  the  chord). 

The  difference  in  the  values  of  Eq.  (232)  at  x  and  at 
x—p,  is, 


and  from  the  proportion, 


s      r      2 

and  making  u  =  x  —  ^-,  or  the  distance  from  the  end  to 


the  centre  of  a  panel,  we  have, 

m  _  Wl         Win 


/OQ£\ 

<236> 
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I' 

This  strain  becomes  zero  when  u  =  — ,  and  increases 

towards  either  end ;  but  when  u  becomes  greater  than 

I' 

— ,  T  has  a  minus  value,  indicating  a  strain  passing  to  the 

opposite  end  to  that  from  which  u  is  measured. 
157. — At  either  end  of  the  rafter, 
T=j£ (237) 

At  the  upper  end,  where  x  =  I',  Eq.  (232)  becomes 

zero,  and  Eq.  (234),  putting  I  for  x  —  |-,  becomes 

& 

T          Wl'  Wk  /OQQ\ 

L=4A~4F' (238) 

Hence  we  have  two  strains  at  the  apex,  one,  Eq. 
(238),  thrusting  upward  and  against  the  other  rafter ; 
the  other  thrusting  downward  and  also  against  the  other 
rafter.  The  horizontal  component  of  Eq.  (238)  is  found 
from  the  proportion, 

-,,  f   I   . .  wl'    _  ivh  t  wl whl  t 

''  2"  "  ~±h"W  ''  Sh~  SlF'' 

and  of  Eq.  (237)  from  the  proportion, 

?/  .  i  ..  wl  f  whl 
'W1  8T' 

adding,  we  have, 

TT  _  wl       whl      whl  _  wl  /ooo\ 

=  Sh~  W"  8F  "  8A' 

total  horizontal  strain  at  the  apex. 
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The  vertical  component  of  Eq.  (238)  is  from  the  pro- 

7,     7       wl'       wh     w       tch*      ,,  i 

portion,    I  :  h  ::  —  -  —  —  :  —  —  -  —  ,  a  thrust  upward. 

4/i        41       4        41' 

The  vertical  component  of  Eq.  (237)  is  from  tbe  pro- 
7,      I      wl      wV 

I'"rtlon'  l:'- 


•,    .          2       7/2       7      iv         w 
ami  smce   -  =  I    -  /,-,  _,  =  -  -  ^, 

a  thrust  downward,  equal  in  amount  to  the  other  and 
neutralizing  it,  leaving  only  a  horizontal  strain  at  the 
apes. 

is§.  Example.  —  Let  Fig.  59  represent  a  pair  of  rafter 
trusses  ; 
Let  I  —  150  feet,  the  distance  between  the  lower  ends 

of  the  rafters, 

I'  =    80  feet,  the  length  of  either  rafter, 
h  =    27.84  feet,  the  height  of  the  apex  above  the 

wall, 

p—      5  feet,  the  length  of  a  panel, 
d=    2.5  feet,  the  transverse  depth  of  either  truss, 
w—    20  tons,  the  weight,  distributed  uniformly  over 
the  trusses. 

159.  Longitudinal  Strains.  —  For  the  Upper-chord 
strains  substitute  values  in  Eq.  (233),  the  first  value  of 
z  being  zero,  and  in"  Eq.  (234),  and  add  the  strains  so 
found  ;  for  the  lower  chord  use  only  Eq.  (233),  the  first 
value  of  z  being  5.  In  the  table  of  chord-strains  below, 
the  strains  for  the  upper  chord,  from  the  two  equations, 
arc  given  separately  and  then  added. 
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Values  of 
g  in  Eq. 
(233). 

Strains 
in  Tons. 

Tension 
in 

Com- 
)ression 
in 

Values  of 
X  in  Eq. 
(234). 

Strains 
in  Tons. 

Total 
upper- 
chord  com- 
pression. 

35 

8.79 

8t 

TO 

5 

16.00 

24.79 

30 

16.41 

ra 

ST 

10 

15.78 

32.19 

25 

22.86 

qr 

ES 

15 

15.57 

38.43 

20 

28.12 

pq 

QR 

20 

15.35 

43.47 

15 

32.20 

op 

PQ 

25     . 

15.13 

47.33 

10 

35.16 

no 

OP 

30 

14.91 

50.07 

5 

36.91 

mn 

NO 

35 

14.70 

50.61 

0 

37.5 

MN 

40 

14.48 

51.98 

0 

37.5 

LM 

45 

14.26 

51.76 

5 

36.91 

Ira 

KL 

50 

14.04 

50.95 

10 

35.16 

kl 

IK 

55 

13.82 

48.98 

15 

32.20 

ik 

HI 

60 

13.60 

45.80 

20 

28.12 

hi 

GH 

65 

13.39 

41.51 

25 

22.86 

gh 

FG 

70 

13.17 

36.03 

30 

10.41 

tg 

EP 

75 

12.95 

29.36 

35 

8.79 

ef 

AE 

80 

12.73 

21.52 
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160.  Transverse  strains. — The  load  being  concentrated 
upon  the  upper-chord  points,  the  strut  belongs  to  that 
point  to  which  u  is  measured ;  Eq.  (236)  gives  the 
strains  in  the  struts,  and  multiplied  by  2.236,  the  secant 
of  the  angle  made  by  the  ties  with  the  struts,  gives  the 
strains  in  the  ties ;  whence,  by  substituting  the  values 
given  above,  we  can  form  the  following  table: 


Values  of  u. 

2.5 

7.5 

12.5 

17.5 

22.5 

27.5 

32.5 

37.5 

Strains  in  Tons. 

4.89 

3.81 

3.22 

2.64 

2.05 

1.46 

.88 

.58 

Compression  in 

Tt& 
Ee 

Ss& 
Ff 

Rr& 
% 

Qq  & 
Hh 

Pp& 
li 

Oo& 
Kk 

Nn& 
LI 

Mm 

Strains  in  Tons. 

9.82 

8.52 

7.20 

5.90 

4.58 

3.26 

1.97 

.65 

Tension  in 

Ae  & 

tc 

Ef  & 
sT 

Fg& 
rS 

Gh& 
qR 

Hi& 
PQ 

Ik& 
oP 

K1& 
nO 

Lm  & 
mN 

161.  An  Inclined  Truss  whose  Struts  and  Tics  make  tlic 
same  Angle  with  the  Chord. — If  the  truss  shown  in  Fig. 
(48)  be  used  as  a  rafter,  the  longitudinal  and  transverse 
reactions  of  the  wall  remain  the  same ;  the  longitudinal 
component  of  the  weight  on  any  segment  remains  the 
same,  and  Eq.  (234)  will  apply  without  change;  the 
moments  for  the  lower  chord  are  taken  similarly,  so  that 
Eq.  (232)  holds  for  that  also.  But  Eq.  (232)  is  adapted,, 
in  this  case,  to  the  upper  chord,  because  x  must  be  meas- 
ured to  the  lower-chord  panel  points,  instead  of  to  the 
loaded  points. 
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The  moment  of  the  weight  on  the  segment  x'  is  in 


and  its  transverse  component  is  given  by  the  proportion, 


v  .  I  .  .  wxf    ,   wp*    .  wla?    ,   wlp*  > 
'  2"  "  ; 


therefore  Eq.  (232)  for  the  upper  chord  becomes 

wla/*    _  wlp  ,  %A.C\\ 

~'  "7 


x'  being  the  distances  to  the  lower-chord  points. 

In  this  case  vertical  equation  (236)  applies  without 
change,  u  being  the  distance  to  the  centre  of  any  upper- 
chord  panel  member.  The  struts  and  ties  are  distin- 
guished by  their  inclinations,  and  are  the  same  as  in 
the  same  truss  placed  horizontally. 
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CHAPTEK  VIII. 

TRIANGULAR   TRUSSES. 

162.— Triangular  Trusses  are  those  in  which  one 
horizontal  chord  forms  the  base  of  an  isosceles  triangle, 
the  remaining  two  sides  acting  as  the  other  chord,  with 
braces  between.  They  are  generally  used  to  support 
roofs,  but  also  possess  many  advantages  for  bridge  pur- 
poses. 


163. — Let  AB  and  BC,  Fig.  60,  represent  two  rafters 
whose  thrust  at  their  supports  is  taken  by  the  hori* 
zontal  chord  BC,  and  connected  to  the  chord  by  braces, 


omitted  in  the  figure. 


ABC  is  a  triangular  truss,  AB  and  AC  acting  as 

CJ  /  ^j 

one  chord,  the  strains  in  which  will  be  termed  the  longi- 
tudinal strain" 
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164.  Longitudinal  Strains.— 

Let  w  =  the    weight,  uniformly  distributed   over   the 

chord  struts,  AB  and  BC, 
I     —  the  horizontal  distance  between  the  abutments, 

B  and  C, 

I'    =  the  length  of  either  chord  strut, 
d    =  the  height  of  the  apex  above  the  abutments, 

or  the  depth  of  the  truss  at  the  centre, 
a?    =  the  horizontal  distance  from  one  of  the  abut- 
ments  to  any  point  between  that  abutment 
and  the  centre, 

H  =  the  horizontal  strain  in  the  horizontal  chord, 
L  =  the  longitudinal  strain  in  the  chord  struts, 
V  =  the  vertical  strain,  or  vertical  component  of  the 

strain  affecting  the  braces. 

Disregarding  for  the  present  the  braces,  and  taking 
moments  around  a,  in  a  vertical  section  cutting  no  in- 
clined brace,  distant  x  from  the  abutment  C,  that  part 
of  AC  to  the  right  of  ab  is  kept  in  equilibrium  by  the 


reaction  of  the  right  abutment,  — ,  the  load  on  6c,  — , 

a  I 

and  the  longitudinal  strain  at  I. 

Hence  L,  the  longitudinal  strain  at  &,  multiplied  by 
ac,  the  distance  from  a  at  right  angles  to  its  direction ; 
or, 

-r  wx      wx* 

Lxao=—  -^ 

From  similar  triangles, 

7/  .     ^  Cf/CO 

I'  :  a  ::  x  :  ac,  or  ac  ——-> 
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Substituting,  we  have, 

j  dx  _  wx  _  wx* 

JT       ~2      "2P 
and 

wlf      wl'x 


From  the  shape  of  this  truss  it  is  evident  that  the 
maximum  value  of  x  is  —  ,  and   that  its  limits  are  zero 

£t 

and  —  ;  when  it  is  zero, 


the  longitudinal  strain  at  the  abutment,  whose  vertical 
component,    found   from  the  proportion  I'  :  c?,  is  —  ;  or 

a 

at  the  abutment  the  chord  strut  contains  the  whole  verti- 
cal strain.     When  x  =  —  , 

L  =       ,    ......     (243)      ' 


and    its    horizontal    component,    from   the   proportion 
,/      I    .    wl 

'    1S   ' 


165.  Horizontal  Strains.  —  Taking  moments  around  6, 
those  of  the  load  on  be  and  the  reaction  of  the  abutment 
remain  the  same  as  above,  and  we  have  for  the  strain 
at  #, 

TT     v.      /      7N  WX  WX* 

Hx(a5)=_—  -f, 
and  —  id::''.  —  —  ,  the  distance  db. 
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Substituting,  we  have, 


wx      wx 

~-r  = 

and 


TT          _        

~T     ~2~"  "IT 


'This  strain,  like  the  longitudinal,  is  greatest  at  the 
abutment,  where  x  =  0,  and 


and  least  at  the  centre,  where  x  —  —  ,  and, 


(246) 


or  it  equals  the  strain  in  a  horizontal  truss  at  the  centre, 
and  increases  from  that  point  to  the  abutment,  where  it 
is  double  that  amount. 

166.  Vertical  strains.  —  H  of  Eq.  (244)  being  the  hor- 
izontal strain  at  a  ; 

TT/_   Wl  WXf 

~4^~"4^' 

will  be  the  horizontal  strain  at  the  point  d,  distant  a/ 
from  the  same  abutment.  The  strain  at  d  is  evidently 
greater  than  that  at  a  ;  subtracting, 

H'-H  =-(»-»'), 

is  the  difference  ;  this  may  be  caused  by  a  tie  from  d  to 
#,  with  a  strut  from  6  to  a,  which  would  add  to  the  ten- 
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sion  at  d  ;  or  a  strut  from  a  to  c,  with  a  vertical  tie  cc£, 
which  would  neutralize  a  certain  amount  of  tension  at  a. 

Let  the  latter  case  be  supposed  ;  then,  since  —-j(x  —  x') 

is  the  horizontal  component  of  the  compression  in  a<?,  its 
vertical  component  is  found  from  the  proportion  ad  :  dc, 
or 


-    :T.   !-.  JT, 

Hence, 
V  =  f,         .....        (247) 

is  the  vertical  component  of  the  strain  in  the  brace  ac. 

Now,  if  the  truss  be  divided  into  panels  of  uniform 
horizontal  length,  braced  as  in  Fig.  (62),  with  inclined 
struts  and  vertical  ties,  and  the  weight  considered  as 
concentrated  at  the  upper  panel  points,  it  will  still  per- 
fectly fulfil  the  conditions  on  which  the  above  equations 
have  been  based  ;  and  Eq.  (247)  is  the  vertical  compo- 
nent of  the  strain  in  that  strut  whose  upper  end  is  dis- 
tant x  horizontally  from  the  abutment.  It  will  be 
noticed  that  Eq.  (247),  or  the  vertical  strain  in  the 
braces,  increases  from  zero  at  the  abutment,  where 

x  =  0,  to  —  at  the  centre,  where  x  =  —  . 
4  2 

Attention  must  be  directed  to  the  difference  between 
the  equations  of  the  triangular  and  of  the  horizontal 
trusses. 

The  tension  in  tiny  vertical  tie  is  plainly  the  vertical 
strain  in  that  strut  to  whose  lower  end  it  is  attached, 
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except  the  centre  tie,  which  receives  the  vertical  strain 
from  two  struts. 

lor.  Example.— In  Fig.  (61), 


Let  w  —  50  tons,  whole  weight, 

I  =  100  feet,  the  length  of  the  truss, 

I'  =  51.4  feet,  the  length  of  the  chord  struts, 

d  =  12.5  feet,  the   height  of  the  truss  at  the 

centre, 

p  =  10  feet,  the  horizontal  length  of  a  panel. 
From  Eqs.  (241)  and  (244)  we  have  the  following 
table  of  the  longitudinal  and  horizontal  strains  : 


Values  of  x. 

10 

20 

30 

40 

50 

Strains  in  Tons. 

92.56 

82.27 

71.99 

61.70 

51.49 

Compression  in 

AB&KL 

BC&IK 

CD&HI 

DE&GH 

EF&FG 

Strains  in  Tons. 

90 

80 

70 

60 

Tension  in 

Ab&hL 

be  &  gh 

cd  &  f  g 

de&ef 

From  Eq.  (247)  we  obtain  the  vertical  strains  and 
the  compression  in  the  struts  from  the  proportion  of  the 
vertical  height  of  the  strut  to  its  length,  or  what  is  the 
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same,  multiplying  the  vertical  strain  by  the  secnnt  of  the 


angle  of  the  strut  and  a  vertical. 


Values  of  x. 

10 

20 

30 

40 

Strains  in  Tons. 

10.31 

11.18 

12.5 

14.14 

Compression  in 

Bb&Kh 

Cc  &  Ig 

Dd&Hf 

Ee  &  Go 

Strains  in  Tons. 

2.5 

5 

7.5 

20 

Tension  in 

Cb&Ih 

DC  &  Hg 

Ed&Gf 

Fe 

16§.  Inclined  Struts  and  Ties. — If  a  triangular  trusa 
be  braced  as  in  Fig.  (62),  the  lower 


chord  points  are  not  vertically  beneath  the  upper  points, 
and  the  longitudinal  equation  becomes  changed  ;  and 


das  _  wx wx9  .   iv  p1 

~17   ~~      o  ~oT  ~r~  ~  07 


whence, 


j  _  id'    _  wl'x  ,   wl'p* 


The  vertical  equation,  -— ,    remains    the  same,  x  being 

still  the  horizontal  distance    to  the  upper  end  oi    any 
strut;  the  tie  connected  to  the  lower  end  of  any  strut 
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having  the  same  vertical  strain  as  that  strut.  If  the 
weight  and  dimensions  of  Fig.  (62)  be  assumed  the  same 
as  those  of  Fig.  (61),  we  have  the  following  table  of 
longitudinal  and  horizontal  strains : 


Values 
of  x. 

5 

15 

25 

35 

45 

Strains  in 
Tons 

92.56 

85.71 

76.11 

66.13 

56.01 

Compres- 
sion in 

AB&KL 

BC&IK 

CD&HI 

DE&GH 

EF&FG 

Values 
of  x. 

10 

20 

30 

40 

50 

Strains  in 
Tons. 

90 

80 

70 

60 

50 

Tension  in 

Ab&iL 

bc&hi 

cd  &  gb. 

de  &  fg 

ef 

And  the  following  table  of  strains  in  the  braces : 


Values  of  x. 

10 

20 

30 

40 

Strains  in  Tons. 

5.59 

7.07 

9.01 

11.18 

Compression  in 

Ki&Bb 

Cc&Ib. 

Dd&Hg 

Ee&Qf 

Strains  in  Tons. 

3.53 

6.00 

8.39 

10.76 

Tension  in 

Cb&Ii 

Dc&Hh 

Ed&Gg 

Fe&Ff 

169.  The  Triangular  Truss  subject  to  movable  Loads. 

— When  used  for  bridge  purposes  the  load  will  be  upon 
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the  horizontal  chord,  and  generally  the  truss  will  be  in- 
verted, in  which  case  the  longitudinal  and  horizontal 
strains  will  remain  the  same  in  amount,  though  changed 
in  character ;  the  vertical  equation  will  also  remain  the 
same. 

We  shall  now  consider  the  effects  of  movable  loads 
to  which  the  truss  is  subject  when  used  as  a  bridge.  Let 
the  truss,  Fig.  (62)  inverted,  be  partially,  but  more  than 
half  loaded,  let  the  load  extend  from  the  left  abutment 
to  a  point  distant  u  from  the  right  abutment,  and  let  w' 
=  the  weight  of  a  full  load  of  uniform  density  with  the 

partial  load.    By  the  principles  of  the  lever,  -—(I  —  u)* 

zt 

is  the  reaction  of  the  right  abutment.  Taking  moments 
around  a  point  in  the  chord  tie,  or  the  lower  chord, 
distant  x  horizontally  from  the  right  abutment,  x  being 
less  than  u,  we  have  for  the  strain  in  the  horizontal 
chord, 

and, 


a  constant  for  the  entire  distance  u. 

In  the  same  manner  for  the  tension  in  the   lower 
chord, 

and 

'-u)\       ....        (250) 
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also  a  constant,  or,  the  compression  in  the  upper  chord 
and  the  tension  in  the  lower  chord  are  the  same  from 
the  end  of  the  partial  load  to  the  abutment.  Conse- 
quently no  strain  comes  upon  the  braces  between  the  end 
of  the  load  and  the  abutment,  when  the  partial  load  cov- 
ers more  than  half  the  truss. 

Eq.  (249)  may  be  put  in  this  form  : 

rr  _  Wl WU,-,       _U  \ 

~±d       2d(      ~W 

Under  a  full  load,  the  least  horizontal  strain  through- 
out the  above  distance,  tt,  would  be  at  the  end  of  u ; 
therefore,  putting  x  =  u,  Eq.  (244)  becomes, 

TT  —  w^  —  wu 
=  4d      42' 

evidently  greater  than  the  strain  from  a  partial  load  at 
the  same  place.  Similarly,  it  may  be  shown  that  the 
longitudinal  strain  is  greatest  under  a  full  load. 

The  above  Eqs.,  (249)  and  (250),  are  true  for  any 

value  of  w,  while  x  does  not  exceed  — ;  that  is,  when  the 

m 

load  covers  less  than  half  the  truss,  Eq.  (249)  is  the 
horizontal,  and  Eq.  (250)  the  longitudinal  strain  from 
the  abutment  to  the  centre,  and  being  constant,  do  not 
cause  any  strain  in  the  braces  between  those  points. 
Let  Fig.  (63)  represent  a  truss  less  than  half  loaded. 


Fiff.  63. 
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Let  x  represent  the  distance  from  the  right  abutment 
to  a  point  between  the  centre  of  the  truss  and  the  end 

of  the  load,  being  therefore  greater  than—,  but  less  than 

M 

u  ;  then, 

l-d"i     x.  *<%!  —  <*) 

2"  ~1~~' 

the  vertical  distance  between   the   chords.     And  from 
moments  around  6, 


ar.d 

T  _  WX(l       U) 


is  the  horizontal  strain  in  the  upper  chord  between  the 
centre  and  the  end  of  the  load,  and  increases  from  the 
centre,  where  it  is  the  same  as  Eq.  (249),  as  x  increases, 
to  the  end  of  the  load,  where  x  =  u,  and  it  becomes, 


TT  WUn 

H  =    l  - 


a  strain  very  evidently,  by  comparison  with  Eq.  (244), 
less  than  the  strain  at  the  same  point  under  a  full  load. 

This  decrease  in  the  value  of  H,  as  we  pass  from  the 
centre,  requires  ties  inclined  as  in  full  load,  that  is,  as  in 
Fig.  (64),  or  struts  with  the  opposite  inclination.  The 
iess  than  half  load  requires  the  same  braces  as  a  full 
load. 

Let 

TT  _WX(l  -  U)* 

~ 

12 
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be  the  compression  at  a,  and 

-rp  _  WX'(l  —  U)* 

4:dl(l  —  x') 
be  the  compression  at  c,  then 

H'--H  =  """ 


x)(l  -  x'} 

is  the  horizontal  component  of  the  strain  in  Z»c,  and  this 
component  is  to  the  vertical  component  as  ac  is  to  db  ; 
or, 


greatest  when  xf  is  greatest,  or  when  it  equals  u,  in  which 
case  we  have, 

V  =  |(Z-«),    -        -        -        -   -    "(252) 

for  the  vertical  strain  in  the  braces  at  the  end  of  a  less 
than  half  load 

The  equation  of  the  vertical  strain  at  the  same  point 
from  a  full  load  is,  Eq.  (247), 


V  = 


wx 


IP 

but  in  this  case  x  is  the  distance  from  the  left  abutment, 
or  I  —  u ;  that  is,  the  vertical  strain  in  the  braces  from 
the  less  than  half  load  is  equal  to  the  vertical  strain  at 
the  same  point  from  a  full  load. 

Again,  -A — _ — L    the  reaction  of  the  right  abut- 
2? 

ment,  is  less  than  —  i_ — I  •  or  the  vertical  strain  in  the 

zt 


THE   STEEISTGTH   OF   BKIDGES    AND    EOOFS. 


223 


braces  at  the  end  of  the  load  is  greater  than  the  reaction 
of  the  unloaded  abutment.  This  seeming  contradiction, 
that  the  braces  between  the  centre  and  the  end  of  the 
load  bear  a  greater  weight  than  the  abutment,  can  be 
?  eadily  explained. 

In  this  case,  and  as  H  was  determined, 


wl 


u 


(i  - 


the  tension  in  the  chord  tie  under  the  end  of  the  load, 
and 

.  wl'u  x 


the  vertical  component  of  this  longitudinal  strain.  This 
strain  is  passing  towards  the  loaded  end  of  the  truss,  or, 
tn  the  present  example,  towards  the  left  abutment.  Sub- 
tracting this  from  the  vertical  strain  in  the  brace,  since 
it  passes  in  the  opposite  direction, 


w 
W 


W 


the  reaction  of  the  right  abutment,  or  the  excess  of  ver- 
tical strain  in  the  braces  is  neutralized  by  an  excess  of 
equal  amount  in  the  chord  tie. 

It  is  next  necessary  to  ascertain  the  bracing  required 


under  a  partial  but  greater  than  half  load.     In  Fig.  64, 
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let  u  equal  the  length  of  the  unloaded  part,  as  before, 
and  x  the  distance  from  the  abutment  to  a  point  under 
the  load ;  then  from  moments  around  d  we  have, 


XT  ^u/u;  /7  \a  /     V 

7~       ~    9/a  97  ' 

and 

s  — «)',     -    -     (253) 


in  which  H  increases  as  x  decreases  ;  this  increase  re- 
quires ties  inclined  as  in  a  full  load,  or  as  in  Fig.  (65)  ; 
that  is,  as  far  as  the  centre,  where  H  reaches  its  least 
value  ;  beyond,  H  increases  to  the  farther  abutment, 
requiring  ties  with  the  opposite  inclination. 
At  any  point,  £,  from  moments  around  c, 

H'= 

Whence, 


tt 


and,  as  before, 


,  .  ..   w,          ,v     wu*  X  —  x'\  .  wx      wu* 

~    •    (x      ~ 


a  strain  passing  in  the  same  direction,  and  requiring  the 
same  kind  of  brace,  but  less  by  ^L    than   the   vertical 


strain  from  a  full  load  of  equal  density. 

Hence  we  see  that  in  every  case  the  strains  from  the 
full  load  are  the  greatest,  and  that  no  braces  are  required 
for  a  partial  load  except  those  needed  under  a  full  load 
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CASE   I.— A   SIMPLE   TRIANGULAR   TRUSS    WITH   VERTICAL 
STRUTS   AND    INCLINED    TIES. 

170.  Example In  Fig.  65, 

ABCDEFGH  I  ELMNOPQB 


Fig.  65. 

Let  I  =  200  feet,  the  length  of  the  truss, 

d  =    20  feet,  the  depth  of  the  truss  at  the  centre, 

p  =  12.5  the  length  of  a  panel, 

w  =  200  tons,  the  weight  supported  by  the  truss 
when  fully  loaded. 

The  horizontal  strains  in  the  upper  chord  are  ob- 
tained from  Eq.  (244),  and  the  longitudinal  strains  in 
the  lower-chord  ties,  from  Eq.  (241),  whence  the  follow- 
ing table : 


Values  of  x. 

12.5 

25 

u7.5 

50 

62.5 

75 

87.5 

100 

Strains  in  Tons, 
from  Eq.  (244). 

375 

350 

325 

300 

275 

250 

225 

Compression  in 

AB,  BC 
PQ  &  QR 

CD& 
OP 

DE& 
NO 

EF& 
MN 

FG& 
LM 

GH& 
KL 

HI  & 
IK 

Strains  in  Tons, 
from  Eq.  (241). 

386.6 

360.9 

335 

309.3 

283.5 

257.8 

231.9 

206.2 

Tension  in 

Ab& 
qR 

bc& 

pq 

cd& 
op 

de& 
no 

ef  & 
mn 

fg& 
1m 

gh& 
kl 

hi& 
ik 

15 
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Eq.  (247)  gives  the  vertical  strain  in  the  ties,  x  being 
the  distance  to  the  abutment  end  of  any  tie ;  whence, 
from  the  proportion  of  the  vertical  to  the  longitudinal, 
we  obtain  the  tensions  in  the  ties. 

The  vertical  strain  in  any  strut  distant  x  from  the 

abutment,  is  a  panel  load,  or  -i ,  added  to  the  vertical 

I 

strain  in  the  tie  on  the  abutment  side  of  the  strut,  or 
— ,  when  xf  =  x  — p  ;  substituting  and  adding,  we  have, 


W 


IVX 


is  the  compression  in  any  strut  distant  x  from  the  abut- 
ment. 

Whence  the  following  table  of  strains  in  the  braces : 


Value*  of  x. 

12.5 

25 

37.5 

50 

62.5 

75 

87.5 

100 

Strains  in  Tons. 

25.8 

27.9 

31.2 

35.3 

40.1 

45.1 

50.4 

Tension  in 

bc& 
Pq 

cD& 
Op 

dE& 
No 

eF& 
Mn 

fG& 

J.ni 

gH& 
Kl 

lil& 
Ik 

Strains  in  Tona. 

12.5 

18.75 

25 

31.25 

37.5 

43.75 

50 

100 

Compression  in 

Bb& 

Qq 

Cc& 
Pp 

Dd& 
Oo 

Ee  & 

Nn 

Ff  & 
Mm 

Gg& 
LI 

Hh& 
Kk 

li 

The  strain  in  li  is  double  Eq.  (254),  as  it  receives  the 
vertical  strain  from  both  sides. 
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CASE    II. A   DOUBLE   TRUSS    WITH    VERTICAL    STRUTS    AND 

INCLINED    TIES. 


12J2121212121212121212121 
ABODEFOHT    K   L  M  N  M'  F,'  K'  I'  H'  O'  F'E'  B'  C'  B'  A' 


Fig.  60. 

in.— Tliis  truss,  like  the  preceding  double  trusses, 
ma}7  be  divided  into  two  simple  trusses  whose  braces  act 
independently  of  each  other.  The  simple  truss  which 
has  a  full  panel  at  the  end  will  be  designated  as  No.  1, 
the  other  as  No.  2  ;  their  separate  panel  points  are  num- 
bered in  the  figure.  Each  truss  bears  half  the  load. 

Let  I   —  the  length  of  the  truss, 
d  =  the  depth  at  the  centre, 
p  =  the  length  of  a  panel  measured  horizontally, 
iv  =  the  weight,  uniformly  distributed. 

1T2.  Horizontal  Strains. — Simple  Truss  No.  1  has  the 
half-panel  load  resting  directly  upon  the  abutment,  and 
has  also  a  full  panel  at  the  end,  hence  the  horizontal 
h train  in  the  upper  chord  from  this  simple  truss  is 

H  =  S-sr (255) 

Simple  Truss  No.  2  has  a  full  panel  load  a  half 
(simple  truss)  panel  length  from  the  abutment,  and  its 
horizontal  strain  is  similar  to  Eq.  (162), 

T,      wi 
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In  the  compound  truss,  the  strain  at  any  point  in  the 
upper  or  horizontal  chord  is  the  strain  in  one  simple 
truss  at  the  same  point  added  to  the  strain  in  the  other 
simple  truss  at  the  next  panel  towards  the  abutment. 
Hence,  making  x'  of  Eq.  (256)  =  x  —  p,  and  adding  to 
Eq.  (255),  we  have  for  the  horizontal  chord  strain  at 
any  panel  point  of  Simple  Truss  No.  1, 

H  =  —  *    -—  +       WPX  (257) 

4d      4d       $d(x—p)' 

And  making  x  of  Eq.  (255)  =  xf  —  p,  and  adding  to 
Eq.  (256),  we  have  for  the  horizontal  chord  strain  at 
any  panel  point  of  Simple  Truss  No.  2, 

-TT    _    Wl  WX'       .Wp.WJ?  ,g-fi 

~          ""~      " 


173.  Vertical  Strains  in  the  Braces.—  From  Eq.  (255) 
the  vertical  component  of  the  strain  in  any  tie  of  Simple 
Truss  No.  1  is,  where  x  is  the  horizontal  distance  to  the 
lower  end  of  the  tie, 

V  =  H^.      ......      (259) 

41 

The  vertical  strain  in  any  strut  is  the  vertical  strain 
in  that  tie  to  which  the  upper  end  of  the  strut  is  at- 

tached, and  one  panel  load,  or  —  |?  ;  if  a?  be  the  horizontal 

L 

distance  of  the  strut  from  the  abutment,  the  strain  in  it 

is  W  +  Eq.  (259)  at  x  —  2p,  or 
ti 

v=f  +fl*—8*>=ij!  +!•  • 
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From  Eq.  (256)  the  vertical  component  of  the  strain 
in  any  tie  of  Simple  Truss  No.  2  is,  where  x'  is  the  hor- 
izontal distance  from  the  abutment  to  the  lower  end  of 
the  tie, 

-        -        -      (261) 


41        ±l(x' 

The  vertical  strain  in  any  strut  is,  as  before,  the 
vertical  strain  in  that  tie  to  which  the  upper  end  of  the 
strut  is  attached  and  one  panel  load  ;  or  when  a/  is  the 
horizontal  distance  of  the  strut  from  the  abutment,  the 
compression  in  it  is, 


- 

S(7=  a^Tl?)    "  TT' 

_       ^       wp      wp]  (       } 

U         21    r  llx1' 

174.  Longitudinal  strains  —  Taking  moments  around 
any  panel  point  in  the  horizontal  chord  of  Simple  Truss 
No.  1,  we  obtain, 

T       wl'       wl'x  /T,.O\ 

L  =  S-4rfT  .....  (263) 

And  for  Simp'e  Truss  No.  2, 

'  ''  '*  /nnA\ 

•    •    •  (264) 


Making  a/  =  x  +  p,  and  adding  Eqs.  (263)  and  (264), 
we  have  for  the  longitudinal  strain  in  the  chord  ties  of 
the  compound  truss  at  the  panel  points  of  Simple  Truss 
No.  1, 

y    _  wl'    _  wl'x  _        wl'px 
~23~~        "~ 

13 
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Next  making  x  =  x'  +  p,  and  adding  Eqs.  (263) 
and  (264),  \ve  obtain,  for  the  longitudinal  strain  in  the 
compound  truss  at  the  panel  points  of  Simple  Truss 
No.  2, 

/  __  wl'      wl'a/    _  wl'p  .   wl'p9 
~~  ~  '         " 


irs.  Example.  —  Let  Fig.  (66)  represent  a  triangular 
truss  of  the  character  described,  in  which 
I  =  240  feet,  the  length  of  the  truss, 
V  =  123.69  feet,  the  length  of  each  section  of  the 

lower  chord, 

d  =  30  feet,  the  depth  of  the  truss  at  the  centre, 
p  =  10  feet,  the  horizontal  length  of  a  panel, 
w  =  300  tons,  the  full  uniform  load. 
The  equations  obtained  above  will  apply  to  and  give 
the  strains  in  every  member  of  the  truss,  except  the  two 
central  horizontal  chord-members.     A  part  of  the  hori- 
zontal strain  which  the  equation  gives  as  belonging  to 
them  is  taken  by  the  inclined  strut.     The  amount  of 
horizontal  strain  in  this  strut  may  be  obtained  from  its 
vertical  strain  by  the  proportion  of  the  vertical  to  the 
horizontal  extent  of  the  strut.     It  is  then  to  be  deducted 
from  the  amount  of  strain  obtained  from  the  equation 
applicable  to  the  horizontal  member. 

This  change  is  owing  to  the  uniformity  of  the  truss 
(on  which  the  equations  were  based)  being  broken  by  the 
inclination  of  the  strut. 

The  following  table  gives  the  strains  in  the  horizon- 
tal chord  members  : 
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Values  of  x  in 
Eq.  (257). 

Values  of  x1 
in  Eq.  (258). 

Strains  in  Tons. 

Compression  in 

20 

575. 

AB,  BC,  CD  & 
DC',  CB',  BA* 

30 

541.67 

DE  &  E'D' 

40 

516.67 

EF  &  F'E' 

50 

490. 

FG  &  G'F' 

60 

465 

GH  &  H'G' 

70 

439.14 

HI  &  I'H' 

80 

41429 

IK  &  KT 

90 

388.89 

KL  &  L'K' 

100 

363.89 

LM  &  M'L' 

110 

325.01 

MN  &  NM' 

The  following  table  gives  the  tension  in  the  lower- 
chord  members : 


Values  of  a;'  in 
Eq.  (266). 

Values  of  x' 
in  Eq.  (265). 

Strains  in  Tons. 

Tension  in 

10 

592.65 

Ab  &  b'A' 

20 

558.26 

be  &  c'b' 

30 

532.46 

cd  &  d'c' 

40 

504.95 

de  &  e'd' 

50 

479.15 

ef  &  f  e' 

60 

452.63 

fg  &  g'f  ' 

70 

427.81 

gh&h'g' 

80 

400.60 

hi  &  i'k' 

90 

374.80 

ik  &  k'i' 

100 

348.44 

kl  &  I'k' 

110 

322.94 

Im&mT 

232 
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The  following  table  gives  the  strains  in  the  braces 


Values  of  x  in 
Eq.  (259). 

20 

40 

60 

80 

100 

Strains  in  Tons. 

25.78 

27.95 

29.47 

35.35 

40.02 

Tension  in 

cE& 
K'c' 

eG& 
Q'e' 

gl& 
*'g" 

iL& 
L'i' 

1N& 
NT 

Values  of  x  in 
Eq.  (260). 

20 

40 

60 

80 

100 

120 

Strains  in  Tons. 

12.5 

18.75 

25 

31.25 

37.5 

87.5 

Compression  in 

Cc  & 
C'c' 

Ee  & 
E'e' 

Gg& 
G'g' 

Ii& 
IT 

L1& 
LT 

Nn  & 
N'n' 

Values  of  x  in 
Eq.  (261). 

10 

30 

50 

70 

90 

Strains  in  Tons. 

33.58 

28.45 

30.32 

33.74 

38.00 

Tension  in 

bD& 
D'b' 

dF& 
F'd' 

fH& 
H'f 

hK& 
.  K'h' 

-\ 

Kin& 

M'k' 

Values  of  *  in 
Eq.  (262). 

10 

30 

50 

70 

90 

110 

Strains  in  Tons. 

12.5 

16.67 

22.5 

28.57 

34.61 

43.12 

Compression  in 

Bb& 
B'b' 

Dd& 
D'd' 

Ff  & 
FT 

Hli  & 
H'h' 

Kk& 
K'k' 

Mn& 
Ma 

The  strain  determined  from  the  equations  being 
multiplied  by  the  secant  of  the  angle  of  the  brace  to 
-which  it  is  applied. 
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12121212     12121212121212121 


Fig.  67. 

176.  —  This  truss  may  be  divided  and  numbered  as  in 
the  last  case. 
Let  I  =  the  length  of  the  truss, 

I'  —  the  length  of  each  half  of  the  lower  chord, 

d  =  the  depth  at  the  centre, 

p  =  the  horizontal  length  of  a  panel, 

w  =  the  maximum  weight,  uniformly  distributed. 

trr.  Horizontal  strains.  —  The  moments  of  the  load 
on  any  segment  of  the  simple  trusses  are  the  same  as  in 
Case  II.,  Chap.  V.  Hence,  taking  moments  around  any 
panel  point  of  Simple  Truss  No.  1,  in  the  lower  chord, 
distant  horizontally  x  from  the  nearest  abutment,  we 

have 

TT  ^dx  _  wx       wx*  __  ivp* 

T     T    "IT    "IP 

whence 


Similarly,  from  moments  of  Simple  Truss  No.  2,  we 
have 


83      "83' 
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The  strain  in  the  upper  or  horizontal  chord  on  the 
abutment  side  of  the  point  to  which  x  is  measured  equals 
the  strain  at  #,  added  to  the  strain  at  a/,  when  x'  =  x 
—  p  ;  therefore,  making  x'  =  x  —  p,  and  adding  Eqs. 
(2(38)  and  (267),  we  have 

TT  __  wl      wx   .  wp      ivp* 

H  ~~      +      ~  •      •     (269) 


Again,  making  x  =  x'  —  />,  and  then  adding  the 
equations,  we  obtain  for  the  horizontal  strain  in  the 
members  on  the  abutment  side  of  the  point  to  which  a/ 
is  measured, 


- 

4d 


ITS.  Longitudinal  strains.  —  Taking  moments  around 
any  panel  point  of  No.  1,  in  the  horizontal  chord,  we 
have 

T  dx  _  wx  _  wx' 
*T~  "T"  "IT' 
whence 

r       wl'      wl'x 

~ 


the  tension  in  the  lower  chord. 
And  for  No.  2, 

T  ,  __  wV      wl'x'   ,  wp'l'  ,979v 

~Td'  "     '^' 


Make  x'  =  x  —  j>,  and  adding,  we  have 

T  _  wl'    _  wl'x    ,         wl'px 
~~"~ 
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for  the  strain  in  any  lower  chord  member  whose  centre 
end  is  opposite  any  upper-chord  panel  point  of  No.  1, 
distant  x  from  the  abutment. 

Make  x  =  x'  —  jp,  add,  and  we  have 
j  _  wl   _  wl'x'   ,   wl'p    .  wl'p  (9,74} 

^~*  ~~    7^    "r  r\    TT~      I  i     iT       I       "j     ri      ~,1  \  ' 


for  any  lower-chord  member  whose  centre  end  is  oppo- 
site, or  vertically  beneath,  a  panel  point  of  No.  2  distant 
x'  from  the  abutment. 

179.  Vertical  strains. — Let  Fig.  (68)  represent  a  seg- 
ment of  Simple  Truss  No.  1 ; 


Fig.  68. 

Lhen  from  moments  around  d, 


XT         Wl         IVX          vuij  /07K\ 

H=83-82-^'      *      *      *      (275) 


and  from  moments  around  e, 

H'  =  ^  —  —.    -        -        -  (276) 

Their  difference, 


-  --- 

Sd  Sdx' 

is  the  horizontal  component  of  the  compression  in  bd. 
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Its   vertical   component,  from  the  proportion  p  or 

,  .  2dx  . 
oo  —  x  :  —  -  ,  is 


.    .    .    .    .  (277) 

for  the  vertical  component  of  the  strain  in  the  struts  of 
No.  1,  x  being  the  horizontal  distance  to  their  lower 
ends. 

From  moments  around  e, 


.....    (278) 
Sd      8d 

From  moments  around  f, 

H,  _  wl_  _  wx'_    WP*  ,9  q. 

8d      Sd  " 


Subtracting,  we  obtain,  as  before, 

y  _  u'xf    _  wp 
"±T'  ~Tl' 

for  the  vertical  component  of  the  strain  in  the  ties  of 
No.  1,  ocf  being  the  horizontal  distance  to  their  lower 
ends. 

For  Simple  Truss  No.  2,  by  a  similar  process  we  ob- 
tain 


for  the  vertical  component  of  the  strain  in  the  struts,  as 
being  the  horizontal  distance  to  their  lower  ends  ;  and 

V—  wx>  - 

" 
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for  the  vertical  component  of  the  strain  in  the  ties,  ocf 
beino-  the  horizontal  distance  of  their  lower  ends. 

o 


i§o.  Example. — Let  Fig.  67  represent  a  truss  in  which 
I  =  240  feet,  the  length  of  the  truss, 
I'  =  123.69  feet,  the  length  of  each  section  of  the 

lower  chord, 

(I  =    30  feet,  the  depth  of  the  truss  at  the  centre, 
p  =    10  feet,  the  horizontal  extent  of  a  panel, 
w  =  300  tons,  the  full  uniform  load. 
Substituting  these  values  in  the  above  equations,  we 
obtain  the  following  table  of  strains  for  the  different 
values  of  x  and  x' : 


Strains  in 
Tons. 

Compression  in 

Strains  in 
Tons. 

Tension  in 

575. 

AB  &  A'B' 

592.69 

Ab  &  A'b' 

550 

BC  &  B'C' 

558.32 

be  &  be' 

533.33 

CD  &  C'D' 

532.46 

cd  &  c'd' 

508.33 

DE  &  D'E' 

505.06 

de  &  d'e' 

485 

EF  &  E'F' 

479.14 

ef  &  e'f 

460 

FG  &  F'G' 

452.78 

fg  &  t'g' 

435.73 

GH  &  G'H' 

426.8 

gli&g'h' 

410.72 

HI  &  HT 

400.94 

lii  &  h'i' 

386.21 

IK  &  I'K' 

374.8 

ik  &  i'k' 

361.11 

KL  &  K'L' 

349.03 

kl  &  kT 

336.36 

LM  &  L'M' 

322.94 

1m  &  I'm' 

311.36 

MN&M'N' 
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The  following  is  a  table  of  the  strains  in  the  braces 


Strains  in 
Tons. 

Compression  in 

Strains  in 
Tons. 

Tension  in 

27.95 

Be  &  B'c' 

20.83 

Cd  &  C'd' 

9.32 

DC  &  D'c' 

23.57 

De  &  D'e' 

10.41 

Ed  &  E'd' 

24.01 

Ef  &  E'f 

14.14 

Fe  &  F'e' 

27.04 

Fg  &  F'g' 

16.01 

Gf  &  G'f 

28.79 

Gh  &  G'h' 

19.32 

Hg  &  H'g 

31.94 

Hi  &  H'i' 

21.68 

Ih  &  IV 

34.19 

Ik  &  I'k' 

24.84 

Ki  &  KT 

36.90 

Kl  &  KT 

27.35 

Lk  &  L'k' 

39.90 

Lm  &  L'm' 

30.60 

Ml  &  MT 

43.12 

Mn  &  M'n 

33.25 

Nm  &  Ntn' 

75 

Nn 
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CHAPTER  IX. 

BOW-STRING   TRUSSES. 

181.— A  Bow-String  Truss  has  one  curved  and  one 
straight  chord,  the  former  meeting  the  latter  at  the 
abutments,  and  conveying  to  it  the  whole  of  its  hori- 
zontal thrust,  so  that  the  reaction  of  the  abutment  is 
entirely  vertical.  The  curved  chord  may  be  of  any 
curvature,  and  on  this  depends  to  a  great  extent  the 
amount  of  strain  to  which  it  will  be  subject.  The  chords 
are  also  connected  \>y  braces. 


182.  Parabolic  How-Siring  Trusses. — Let   Fig.  69, 


ADB  represent  the  chords  of  a  Parabolic  Bow-String 
Truss,  the  braces  being  removed,  whose  arc,  ADB,  is 
the  segment  of  a  parabola,  with  the  vertex  at  D.  Let 
the  chord  AB  receive  the  whole  horizontal  thrust  of  the 
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arc,  so  that  the  abutments,  A  and  B,  receive  only  a 
downward  vertical  thrust  from  the  truss  and  its  load. 
Let  I    =  the  length  of  the  horizontal  chord,  AB, 

d  =  the  depth  of  the  truss  at  the  centre,  DC,  being 

always  the  versed  sine  of  the  arc, 
w  —  the  weight,  uniformly  distributed  per  unit  of 

the  horizontal  chord,  AB, 
x  =  the  horizontal  distance  of  any  point  from  one 

abutment, 
y  =  the  vertical  distance  between  the  chord    and 

arc  at  a?, 

L  —  the  longitudinal  strain  in  the  arc, 
H  =  the  horizontal  strain  in  the  chord, 
V  =  the  vertical  strain  or  vertical  component  of  a 

strain. 

i§3.  Longitudinal  §trains.  —  Disregarding  the  braces, 
and  taking  moments  around  any  point,  a,  distant  x  from 
the  abutment  B,  in  a  vertical  plane  cutting  no  inclined 

• 

braces,  we  have 

,     -     -     (281) 


, 

2  ~l  21 

H)X 

—-  being  the  moment  of  the  reaction  of  the  abutment, 

•L 


and  —  .  the  moment  of  the  load  on  x.     The  strain  L  at 
ZL 

I  is  a  thr:ist  in  the  line  of  the  tangent  at  that  point  ;  let 
&/*be  that  tangent,  then  ac  is  its  perpendicular  distance 
from  a,  and  L  X  (ac)  is  the  moment  of  the  longitudinal 
strain  at  6. 
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Let  D  be  the  origin  of  the  axes  to  which  the  parabola 
is  referred,  and  we  have  from  the  equation  of  the  para- 
bola, 


or  2tt,  the  parameter,  —j-j. 
Again,  from  the  equation  of  the  parabola, 


:   *y  —  xn x\  m        .  (282) 

Ad 

and 


—  4omt       a?)  /OQQ\ 

— ^ *  (^v 

• 

The  angle  a&c  being  equal  to  the  angle  bfe,  in  the 
similar  triangles  abc  and  left 

fb  :  be  ::  ab  :  ac, 
or  let  t  =  tangent  fb,  and  we  have 

-*      .      v 

t  :  —  —  a?  : :  y  :  ac ; 
whence 


^2 
ac  =  — 


Substituting   this,  and   the  value  of  x  (I  —  x)  of 
(282)  in  Eq.  (281),  we  have 


W 
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whence, 

L  = ^_,        ....     (284) 

gjl  jf_ x\ 

V2 

for  the  longitudinal  strain  in  the  arc  at  any  point  distant 
x  horizontally  from  the  abutment.  Moving  from  any 
point  towards  the  nearest  abutment,  t,  the  tangent,  in- 
creases more  rapidly  than  —  —  a?,  and  consequently  the 

longitudinal  strain  becomes  the  greatest  at  the  abut- 
ment ;  moving  from  the  abutment  the  strain  decreases 

until  we  reacli  the  centre,  where  t  = x,  when 

L=gj. (285) 

In  the  case  of  a  truss  of  this  form,  the  limits  of  x 
are  0  and  Z,  since  the  uniformity  of  the  truss  is  not 
broken  as  in  the  triangular  truss. 

1§4.   Horizontal     Strains. — Taking    moments    around 
the  point  6,  we  have  for  the  strain  in  the  horizontal 

-chord, 

wx      wx*       wx,-. 


Substituting  the  value  of  x(l  —  x)  in  Eq.  (282)  we 
obtain 


and 

'H  =  g, (286) 
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a  uniform  strain  throughout  the  chord  and  equal  to  the 
longitudinal  strain  in  tjie  arc  at  the  centre  ;  and  since 
it  is  subject  to  no  increase  nor  decrease  throughout  its 
length,  there  can  be  no  horizontal  strain  in  the  braces, 
or  no  inclined  braces  are  required  under  a  uniform  load. 
The  load  may  rest  upon  the  arc,  or  be  suspended  from 
it  by  ties,  and  still  fulfil  the  conditions  upon  which  the 
equations  are  based. 


i§5. — In  practice  the  arc  is  composed  of  a  number  of 
straight  members,  whose  points  of  intersection  are  in  the 
curve.  In  Fig.  70,  let  the  arc  be  divided  into  i  number 


Fig.  70. 

ot  short  straight  members  by  the  division  of  the  truss 
into  an  even  number  of  panels  of  equal  horizontal 
length,  and  let  the  load  be  considered  as  concentrated  in 
equal  amounts  at  the  panel  points.  Then  the  moments 
of  the  abutment  reaction,  and  of  the  load  on  the  segment 
os  remain  the  same ;  but  L,  the  longitudinal  strain,  is 
now  in  the  line  of  the  arc  member,  instead  of  in  the  line 
of  the  tangent  to  the  curve  at  the  point  x.  The  value 
of  y,  in  Eq.  (283),  remains  the  same,  because  x  is  always 
measured  to  the  panel  ends,  at  which  points  the  truss 
intersects  the  curve  of  the  parabola. 
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In  Fig.  70  let  moments  be  taken  around  a  ;  then,  as 
before, 


and  from  similar  triangles, 

bg  :  gli  ::  y:  ac. 

Let  gli  =p,  the  horizontal  length  of  a  panel,  and  j>' 
equal  the  length  of  the  chord  member  bg  ;  whence,  sub- 
stituting the  value  of  y,  Eq.  (283),  we  have 

,  .  ±dx(l  —  x) 

anf       <n  '  _  '_   •   ftp 

P     '  Jf    '  —p  -        ~   '   aC1 

whence, 
then, 


x)_  wx(l  —  x)  . 

~ly~         ~W 

whence 


An  equation  in  which  we  have  but  one  variable  p't 
and  entirely  independent  of  the  values  of  a?,  and  which 
shows  that  the  longitudinal  strain  in  any  arc  member  is 
to  the  horizontal  chord  strain  as  the  length  of  that  mem- 
ber is  to  its  horizontal  extent. 

The  horizontal  chord  strain  is  not  affected  by  the 
division  of  the  truss  into  panels. 

In  Fig.  (70)  the  truss  is  divided  into  an  even  num- 
ber of  panels,  and  d,  the  depth  of  the  truss  at  the  centre, 
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is  also  the  distance  of  the  vertex  of  the  parabola  above 
the  horizontal  chord,  or  the  versed  size  of  the  arc.  If, 
however,  the  truss  be  divided  into  an  odd  number  of 
panels,  then  d,  in  all  the  previous  equations,  is  no  longer 
the  depth  of  the  truss  at  the  centre,  because,  at  that 
point,  the  curve  passes  outside  the  truss.  Hence  it  will 
be  seen  that  d  is  the  versed  sine  of  the  arc,  and  not 
always  the  depth  of  the  truss. 

1§6.   The  Horizontal  Component  of  the  Longitudinal 

or  Arc  strain.—  The  horizontal  component  of  the  longi 
tudinal  strain  in  any  member  is  from  the  proportion 

wl 


a  constant  throughout  the  arc,  and  equal  to  the  horizon- 
tal strain  in  the  lower  chord. 

1§7.  The  Vertical  Component  of  the  Longitudinal 
strain.  —  Let  y  be  the  vertical  distance  of  the  upper  end 
of  an  arc  member,  and  y'  the  vertical  distance  of  the 
lower  end  of  the  same  member  above  the  lower  chord. 
Then  subtracting  from  the  value  of  y,  Eq.  (283),  at  a1, 
the  value  of  y'  at  a?  —  p,  we  have,  after  reduction, 

y_y,=±dp(l-2x+jp)^       .        .         (288) 

the  vertical  extent  of  any  arc  member  whose  centre  end 
is  distant  x  from  the  nearest  abutment,  and  from  the 
proportion  of  its  length  to  this  vertical  extent,  we  have 

/  .  ±dp(l  —  2x+p)  .  .  wlp'  ,  Y  _  w  __  wx   ,   wp       /  9go  . 
~T~        "83p'      =2~    ~T    "W 

the  vertical  component  of  the  strain  in  the  arc  member. 
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Whence  it  will  be  seen  that  the  strain  in  each  arc 
member  is  the  resultant  of  all  the  vertical  strain  or 
weight  that  comes  upon  the  truss  between  it  and  the 
centre,  the  whole  weight  concentrated  upon  its  own  cen- 
tre end  included,  and  the  constant  horizontal  chord 
strain. 

188.  Strains  from  a  Partial  Load  —  Longitudinal 
strains. — Let  w'  represent  the  weight  of  a  full  uniform 
load  of  equal  density  with  the  partial  load,  and  let  the 
load  extend  from  one  abutment  a  distance  equal  to  I  —  u\ 
(let  the  truss  be  divided  as  before  into  panels  of  equal 
horizontal  length,  and  let  u  be  measured  to  the  centre  of 

a  panel).    From  the  principles  of  the  lever,  — * — -— L  is 

z« 

the  vertical  reaction  of  the  unloaded  abutment ;  then, 
taking  moments  around  a  point  in  the  horizontal  chord 
in  the  unloaded  part,  x  being  less  than  w,  we  have, 


But 

ac  — 

I'p' 

=-^.',     -  -  (290) 

an  equation  evidently  greatest  when  as  is  greatest,  or  ap- 
proaches w,  or  at  the  end  of  the  load.  If  /  —  a?  be  made 
=  1  —  M, 
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less  than  Eq.  (285),  or  at  any  point  the  longitudinal 
strain  from  a  partial  load  is  less  than  the  strain  from 
the  full  load. 

1§9.  Horizontal  Strains  from  a  Partial  Load. — If  mo- 
ments be  taken  around  any  panel  point  in  the  arc  in  the 
unloaded  part,  x  being  less  than  w, 


2? 

and  by  substituting  value  of  y,  Eq.  (283), 
H  =  r~'" 


(292) 


which  is  also  greatest  at  the  end  of  the  load,  and,  at  any 
point,  les's  than  the  strain  from  a  full  load. 

If  either  this  strain,  or  L,  the  longitudinal  strain,  be 
taken  at  any  point  under  the  load,  it  will  be  found  to  be 
less  than  the  strain  at  the  same  point  from  a  full  load. 

Eq.  (292)  varies  with  the  different  values  of  a?,  and 
consequently  its  changes  must  be  taken  or  caused  by 
inclined  braces. 


Let  abed,  Fig.  (71),  represent  a  panel  in  the  un- 
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loaded  part  of  a  parabolic  bow-string  truss,  and  let  x  be 
the  distance  from  the  right  or  unloaded  abutment  to  J, 
and  a?'  the  distance  from  the  same  abutment  to  c  ;  then, 


is  the  horizontal  strain  at  c?,  and 


is  the  strain  at  c;  now,  since  the  horizontal  chord  is 
subject  to  tension,  and  the  strain  at  c  is  greater  than  the 
strain  at  d,  cb  is  a  tie,  and  ac  and  Id  struts. 

19O.  Vertical  Strains  in  the  Braces  from  the  Partial 
Load.  —  The  horizontal  component  of  the  strain  in  be  is 
consequently  H'  —  H,  and  its  vertical  component  may 
be  found  from  the  proportion 

cd  :  bd,  or,  y  :  x'  —  x. 

Subtracting  H'  —  H,  and  putting  for  y  its  value, 
Eq.  (283),  we  have, 

,         .  4dx(l  —  x)  ..  w'(l  —  uY(x'  —  x)   . 


In  the  case  of  a  simple  truss,  or  truss  with  but  one 
s}rstem  of  braces,  it  was  shown  (54)  that  the  reaction 
of  the  unloaded  abutment  does  not  equal  the  true  amount 
of  vertical  strain  in  the  brace  at  the  end  of  the  load,  but 
that  it  is  given  by  (Eq.  35), 

V  -      w'nV 

""  -P)' 
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In  Fig.  (71)  x'  is  the  horizontal  distance  from  the 
abutment  towards  which  the  tie  leans  to  the  horizontal 
chord  end  of  the  tie,  and  x  the  horizontal  distance  from 
the  same  abutment  to  the  arc  end  of  the  same  tie. 
Therefore  n,  in  Eq.  (35),  that  is,  the  number  of  loaded 
panel  points  in  (I  —  u)  of  Eq.  (293),  is  .equal  to 

l  —  x  —  p         -,      i    ...    ,.          w'np*     £     w'(l  —  uY' 
*      and  substitutin  l       for  —  *-—  —  '-  in 

p  )  -Hi 


Eq.  (293),  in  place  of  n\  its  value  just  given,  and  for  a?', 
its  value,  x  +  p,  we  have, 

V  =      vSQ  —  v—pf®      =  wf(l  —  x—p\x  ,294v 

21(1  —p)(l  -  x  -p)  21(1  —p) 

for  the  greatest  vertical  strain  in  any  tie  whose  arc  end 
is  distant  a?,  measured  horizontally,  from  the  abutment 
towards  which  the  tie  leans  ;  which  strain  results  solely 
from  the  moving  load. 

Under  the  effects  of  the  moving  load  the  vertical 
braces  act  as  struts,  and  the  greatest  strain  upon  any 
one  —  bd,  for  example,  in  Fig.  (71)  —  is  when  the  panel 
point  d  is  outside  of  the  load,  or  when  the  tie  cb  is  sub- 
ject to  its  greatest  tension.  Then  the  strain  in  bd  is 
equal  to  the  vertical  component  of  the  strain  in  de,  which 
may  be  determined  from  Eq.  (293),  x'  and  x  being  the 
distances  to  d  andy!  But  (54)  the  panel  point  c  cannot 
be  fully  loaded  without  a  certain  portion  of  the  load 
coming  upon  the  point  d,  which  can  cause  no  strain  in 

/    2    a 

bd-  hence,  as  before,  we  must  substitute  —  -  —  '  —  r  for 

21(1  —  p) 

—  ±—z  —  -,  and  a/  being  the  distance  of  the  vertical  brace 
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V  =  ^ 
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l-x'- 


P 
—  u)*_  _  w'(l—cc'—pY(x'—p) 


,    x  =  x'  —  p,    whence 


is  the  compression  in  the  vertical  brace  distant  a?'  from 
the  abutment,  from  the  moving  load  w'. 

From  this  is  to  be  deducted  the  tension  caused  by 
the  permanent  load. 

CASE   I.— A   SINGLE   TRUSS,    WITH   VERTICAL    AND     INCLINED 
BRACES. 

191.  Example  I.— Upper  Chord  Arched.— In  Fig.  (72), 


gliiklmnopqrstu 


Fig.  73. 


Let   I  =  200  feet,  the  length  of  the  truss, 

d  =  25  feet,  the  depth  of  the  truss  at  the  centre, 
p  =  10  feet,  the  length  of  a  panel, 
w'  =  200  tons,  the  weight  of  the  full  movable 

load, 
w  =  100  tons,  the  permanent  truss  weight. 

Eq.  (286),  by  substituting  the  values  of  the   con- 
stants, becomes 


H 


=  (2QQ  +  10°)><  2QQ  =  300  tons, 
200 


the  maximum  tension    throughout  the  length   of   the 
horizontal  chord. 
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Similarly  Eq.  (285)  becomes 
L  =  30p'. 

Substituting  the  different  values  of  j?',  or  the  lengths 
of  the  different  arc-members,  we  can  form  the  following 
table  of  strains  in  the  upper  or  arched  chord.  The 
length  of  any  arc-member  is  evidently  the  square  root  of 
the  sum  of  the  squares  of  the  horizontal  length  of  the 
panel  and  of  the  difference  in  height  of  the  two  ends  of 
the  arc-member. 


Values  of  p'. 

Strains  in  Tons. 

Compression  in 

11.07 

332.1 

AB&UV 

10.91 

327.3 

BC&TU 

10.68 

320.4 

CD&ST 

10.51 

315.3 

DE&RS 

10.37 

311.1 

EF&QR 

10.25 

307.5 

FG&PQ 

10.15 

304.5 

GH&OP 

10.07 

302.1 

HI&NO 

10.03 

300.9 

IK&MN 

10.00 

300 

KL  &  LM 
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When  the  truss  is  fully  loaded,  all  the  \veight,  except 
that  of  the  arc,  is  borne  by  the  vertical  braces  ;  if  we 
assume  that  the  weight  of  the  arc,  or  the  weight  imme- 
diately upon  it,  is  one-third  of  the  permanent  truss  load. 

then,  when  the  truss  is  fully  loaded,  —  S.  -f-  -—l-  is   the 

i  ol 

amount  of  tension  upon  each  vertical  brace.     Substitu- 
ting the  values  above,  we  have, 


= 

200  3  X  200 

for  the  maximum  tension  in  each  vertical  brace. 

The  tension  from  the  permanent  truss  load  is  —  y-5 

or  3.33  tons,  which  is  to  be  deducted  from  the  compres- 
sion caused  by  the  moving  load.  The  vertical  differ  from 
the  inclined  braces  in  one  respect  :  those  of  the  latter, 
leaning  in  one  direction,  are  affected  only  when  the  load 
is  moving  in  the  direction  in  which  their  arc  ends  are 
inclined  ;  while  the  former  are  subject  to  strains  from  a 
load  in  either  direction,  and  the  greatest  compression 
upon  them  is  when  the  load  covers  more  than  half  the 

truss  ;  or  when  x!,  in  Eq.  (295),  does  not  exceed  —  . 

Ju 

Substituting  the  values  of  the  constants  in  Eq.  (295) 
it  becomes 

y_  (190—  ap1^  —  10) 
380(200  —  so')      ' 

whence,  deducting  the  constant  tension  of  3.33  tons,  we 
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have  the  following  table  of  maximum  compressions  in 
the  vertical  braces : 


Values  of  x'. 

Strains  in  Tons. 

Compression  in 

20 

1.19 

Cc&  Tt 

30 

4.60 

Dd&Ss 

40 

7.77 

Ee&Rr 

50 

10.43 

Ff  &Qq 

GO 

12.55 

Gg&Pp 

70 

14.16 

Hh&Oo 

80 

15.23 

li&Nn 

90 

15.83 

Kk&Mm 

100 

15.85 

LI 

There  is  no  compression  in  Bb  and  Uu. 
Substituting  values  in  Eq.  (294)  it  becomes 

V  =      (90  —  a?)"^ 
~  16000  —  1600?' 

whence,  multiplying  the  vertical  strains  obtained  there- 
from by  the  secants  of  the  tie  angles,  we  have  the  fol- 
lowing table  of  tensions  in  ties  from  the  moving  load 
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Values  of  x. 

Strains  in  Tons. 

Tension  in 

10 

11.05 

tU&Bc 

20 

13.37 

sT&Cd 

30 

16.05 

rS&De 

40 

18.62 

qR&  Ef 

50 

20.87 

PQ&  Fg 

60 

22.74 

oP&Gh 

70 

24.15 

nO&Hi 

80 

25.09 

mN&Ik 

90 

25.54 

1M&K1 

100 

25.51 

kL&Lm 

110 

24.97 

iK&Mn 

120 

23.95 

111  &  No 

130 

22.43 

gH&Op 

140 

20.40 

fG&Pq 

150 

17.89 

eF&Qr 

160 

14.89 

dE  &  Rs 

170 

11.37 

cD&St 

180 

7.08 

bC&  Tu 
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192.    Example   II. -The   Lower    Chord    Arched— In 

Fig.  (73), 

ABC 


D      E 


K 


Fig.  73. 

Let     I  =  90  feet,  the  length  of  the  trass, 

d  —  8.1  feet,  the  versed  sine  of  the  arc, 
p  =  10  feet,  the  length  of  a  panel, 
w'  =  90  tons,  the  weight  of  the  full  uniform 

movable  load, 
w  —  45  tons,  the  weight  of  the  permanent  truss 

load. 

The  inversion  of  the  arc  results  in  many  practical 
advantages ;  the  longer  chord  becomes  subject  to  ten- 
sion, the  shorter  to  compression,  and  the  vertical  braces 
to  only  one  kind  of  strain,  while  the  transverse  bracing, 
to  prevent  flexure  in  the  truss,  does  not  interfere  with 
the  necessary  headway. 

For  the  compression  in  the  horizontal  chord  we  have 
Eq.  (285), 

H  =  ^l [=  187.5  tons. 
8d 

For  the  tension  in  the  arc  we  have  Eq.  (286), 

L  =  18.75/, 
whence  the  following  table  for  the  different  values  of  p' : 


Values  of  p'. 

10 

10.01 

10.03 

10.05 

Strains  in  Tons. 

187.5 

187.8    . 

188.1 

188.4 

Tension  in 

de,  ef  &  fg 

cd  &  gli 

be  &  hi 

Ab&ik 
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It  will  be  readily  seen  that  Eq.  (293)  becomes  in  this 


case 


(296) 


y    _W'X'(1  —  Uf 

9T/7        T\    ' 

—  !     \V  ~^  «// I 

where  a/  is  the  distance,  measured  horizontally,  from  the 
abutment  to  the  arc,  or  farthest  end  of  the  inclined  tie. 
Making  the  change  required,  as  explained  in  (54)  for 

simple  trusses,  n  of  Eq.  (35),  the  number  of  loaded  panel 

I x> 

points  in  I —  w,  is  equal  to  -      — ,  and#=a?'—  p,  whence 

Eq.  (296)  becomes 

(297) 


Substituting  the  values  given  above,  we  have, 

V  =      (9Q  -  aQ'ft' 
"  16000  —  160  x1' 

Multiplying  the  vertical  strains  obtained  for  the  dif- 
ferent values  of  x'  by  the  secants  of  the  angles,  we  form 
the  following  table  of  maximum  tension  in  the  ties. 


Values  of  x. 

20 

30 

40 

50 

60 

70 

80 

Strains  in  Tons. 

15.73 

16.40 

16.67 

16.00 

12.09 

11.99 

7.98 

Tension  in 

hl& 
cB 

gH& 
dC 

f  G  & 
eD 

eF& 
fE 

dE& 
gF 

cD& 
hG 

bC& 
iH 

Assuming,  as  in  the  last  example,  that  one-third  of 
the  permanent  truss  load  is  borne  directly  by  the  arc, 
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we  have  for  the  compression  upon   the  vertical  struts 
from  the  truss  fully  loaded,  -f-  +  — ^-  =  13.33  tons. 

(/  Ob 

The  greatest  compression  upon  these  struts  from  the 
maximum  moving  load  is  when  the  ties  to  whose  upper 
ends  they  are  attached  are  subject  to  the  greatest  ten- 
sion. This  is  given  by  Eq.  (297),  but  the  difference  be- 
tween this  equation  and  Eq.  (296)  is  also  borne  by  the 
struts ;  hence  Eq.  (296)  gives  the  total  compression  in 
the  struts  from  the  moving  load.  In  this  equation  x  is 
the  distance  from  the  abutment  to  the  strut,  x' =  x-\-p, 

and  u  =  x  +  ^-.     Substituting  these  values,  we  have, 


v  = 


—  as) 


180(90—  x) 


The  greatest  compression  upon  any  strut  is  when  x 
of  this  equation  is  less  than  — :  that  is,  when  the  truss  is 
more  than  half  loaded.  Adding  3.33  tons  to  the  above, 


we  have  the  following  table: 


Values  of  x. 

20 

30 

40 

Strains  in  Tons. 

13.33 

13.39 

14.53 

14.78 

Compression  in 

Bb&  li 

Cc&  Hli 

Dd&Gg 

Ee&Ff 

The  greatest  compression  in  Bb  and  li  is  from  the 

full  load. 

17 
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CASE    II.— A     COMPOUND     TRUSS,     WITH     VERTICAL      AND      IN- 
CLINED   BRACES. 


i93.-In  Fig.  (74), 


*'4' 

b  cd  e  f  £*  h  ik  Imnopqr  e  tut's'r'q'p'  o'n'm'  1'  k'  i'  h'  £  f  e'  d'  <•   h 
1231231231231231231321321321321321321 

Fig.  74. 

Let    I  =  152  metres,  the  length  of  the  truss, 

d  =  20  metres,  the  depth  of  the  truss  at   the 

centre, 
p  =  4  metres,  the  length  of  a  panel,  or  distance 

between  the  vertical  braces, 
w'  =  500  tons,  the  maximum  movable  load, 
w  =  500  tons,  the  permanent  truss  weight. 

Under  the  full  load  this  truss  does  not  differ  from 
the  previous  cases,  and  Eqs.  (286)  and  (287)  give  the 
chord  strains.  Therefore, 

-TT      wl       1000x152      orn, 

H  =  — -  — — —  950  tons, 

8d  8  X  20 

as  the  tension  throughout  the  horizontal  chord  ;  and 


Xdp 

Multiplying  by  the  different  values  of  p',  or  lengths 
of  the  arc-members,  we  have  the  following  table  of  com- 
pressions in  the  arc : 
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Values  of  p'  . 

Strains  in  Tons. 

Compression  in 

4.49 

1066.38 

AB  &  B'A' 

4.44 

1054.5 

BC  &  C'B' 

4.39 

1042.63 

CD  &  D'C' 

4.34 

1030.75 

DE  &  E'D' 

4.30 

1021.25 

EF  &  E'F' 

4.27 

1014.13 

FG  &  F'G' 

4.23 

1004.63 

GH  &  G'H' 

4.19 

995.13 

HI  &  I'll' 

4.16 

908 

IK  &  KT 

4.14 

C83.25 

KL  &  L'K' 

4J1 

976.13 

LM  &  M'L' 

4.08 

9G9 

MN&N'M' 

4.00 

964.25 

NO  &  ON' 

4.05 

931.88 

OP  &  P'O' 

4.03 

957.13 

PQ  &  Q'P' 

4.02 

954.75 

QR  &  R'Q' 

4.01 

952.38 

RS  &  S'R' 

4.00 

950 

ST  &  T'S' 

4.00 

950 

TU  &  U  T' 

Under  the  moving  load  we  have  three  systems  of 
braces  acting  independently  of  each  other,  as  in  the 
cases  of  the  horizontal  triple  trusses.  We  will  number 
these  systems,  or  simple  trusses,  as  Nos.  1,  2,  and  3, 
their  horizontal  chord  panel  points  being  numbered  in 
the  figure.  Eq.  (293)  gives  the  vertical  component  of  the 
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tensions  in   the  inclined  ties  in  either  of  these  simple 

•w'll  —  uY 
trusses  when  -    J—- -— -  of  that  equation  representing  the 

it 

unloaded  abutment  reaction  in  a  simple  truss  is  changed 
to  the  amount  of  the  abutment  reaction  upon  each  of 
these  simple  trusses. 

In  Simple  Truss  No.  1,  which  has  a  panel  point  next 
the  abutment,  the  reaction  of  the  farther  abutment  is 

te'(J -«*)'-£• 

__.,  as  explained  before.     Eq.  (293)  therefore 


- 


-  of) 


(298) 


In  this  equation  x  is  the  distance  to  the  arc  end  of 
the  tie  (from  the  abutment  towards  which  the  tie  in- 
clines), x'  to  the  chord  end,  and  equal  to  x  +  3p,  and  u 

is  equal  to  x  +  -f-.     Substituting  these  values,  Eq.  (298) 

M 

may  be  reduced  to  this  form  : 

-      -      (299) 


Inserting  the  constants  in  this  equation  we  obtain 
for  the  different  values  of  x  the  vertical  components  of 
the  tensions  in  the  inclined  braces,  which,  multiplied  by 
their  secants,  give  the  following  table  : 
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Values  of  /. 

Strains  in  Tons. 

Tension  in 

4 

16.75 

Be  &  B'e' 

16 

20.12 

Eh  &  Eh' 

28 

20.88 

HI  &  HT 

40 

22.20 

Lo  &  L'o' 

52 

25.15 

Or  &  Or' 

04 

V 

26.39 

Ru  &  R'u 

76 

28.84 

Ur'  &  Ur 

88 

26.46 

R'o'  &  Ro 

100 

25.47 

or  &  01 

112 

23.81 

L'h'  &  Lh 

124 

22.36 

H'e'  &  He 

13<> 

27.51 

E'b'  &  Eb 

If  we  assume  that  one-half  of  the  permanent  truss 
weight  is  borne  directly  by  the  arc,  we  shall  have  for 
the  maximum  tension  upon  each  vertical  brace,  occurring 
when  the  truss  is  fully  loaded, 


+         =19.74  tons; 

and  for  the  tension  from  the  permanent  truss  weight, 

=  6.58  tons. 
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The  greatest  compression  upon  these  braces  is,  ;ts 
explained  before,  when  they  are  outside  the  load  ex- 
tending from  one  abutment  and  covering  the  next  panel 
point  of  the  simple  truss  to  which  they  belong. 

This  strain  is  given  by  Eq.  (298),  where,  if  x'  be  the 
distance  from  the  unloaded  abutment  to  any  vertical 

brace,  x  =  x' —  3/>,  and  u  =  x'-+-  ^f-.     Substituting  these 
values,  Eq.  (298)  becomes, 


V  = 


—  xf) 


(300) 


Subtracting  the  tension  from  the  permanent  weight  from 
this  equation,  we  obtain  the  table  below  of  the  maxi- 
mum compressions.  This  equation  is  greater  when  x'  is 

greater  than  —  ,  or  when  the  load  covers  less  than  half 

z 

the  truss,  arid  for  any  value  of  x'  greater  than  124,  or 
less  than  28,  the  compression  from  the  moving  load  is 
less  than  the  constant  tension. 


Values  of  x. 

124 

112 

100 

88 

76 

Strains  in  Tons. 

0.65 

3.81 

6.38* 

7.74 

8.30 

Compression  in 

Hh  &  H'li' 

LI  &  LT 

Oo  &  O'o' 

Rr  &  R'r' 

Uu 

Eq.  (299)  will  also  give  the  vertical  strain  in  the  in- 
clined braces  of  Simple  Truss  No.  2.  Simple  Truss 
No.  1,  in  this  example,  is  the  same  if  the  load  enter  at 
either  end  of  the  truss  ;  the  other  simple  trusses  differ. 
As  the  equations  depend  upon  the  simple  truss  panel  at 

13 
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that  abutment  from  which  the  load  extends,  it  will  be 
seen  that  that  equation  which  applies  to  the  inclined 
braces  from  the  points  numbered  2  in  the  figure  when 
the  load  is  moving  from  the  left  to  the  right,  also  applies 
to  the  inclined  braces  from  the  points  numbered  3  when 
the  load  moves  in  the  opposite  direction.  Substituting 
values  in  Eq.  (299),  arid  multiplying  by  the  secants  of 
the  tie  angles,  we  have  the  following  table : 


Values  of  x. 

Strains  in  Tons. 

Tension  in 

132 

24.34 

Fc  &  F'c' 

120 

24.71 

If  &  IT 

108 

24.46 

Mi  &  MT 

96 

25.89 

Pm  &  P'm' 

84 

26.71 

Sp  &  S'p' 

72 

26.79 

T's  &  Ts' 

CO 

25.02 

Q't'  &  Qt 

48 

25.09 

N'q'  &  Xq 

30 

22.51 

K'n'  &  Kn 

24 

20.05 

G'k'  &  Gk 

12 

17.76 

D'g'  &  Dg 

In  Simple  Truss  No.  3,  when  the  load  is  passing  tc 

21 
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the  right,  or  that  simple  truss  whose  panel  point  is  3p 
from  the  abutment,  Eq.  (293)  becomes, 

Ty" '•         -        -        (301) 


As  before,  x  is  the  distance  from  the  abutment  to 
the  arc  end  of  the  tie,  u  =  x  +  -£  and  x'  —  x  +  3p  ; 
whence  Eq.  (301)  reduces  to, 

y_w'x(l-x)^        .         _        .         .        (309) 

When  the  load  is  moving  to  the  right  this  equation 
applies  to  the  inclined  braces  from  the  points  numbered 
3,  and  to  the  inclined  braces  from  the  points  numbered  2 
when  the  load  moves  in  the  opposite  direction. 

Substituting  values  in  Eq.  (302),  and  multiplying  bv 
the  secants  of  the  tie  angles,  we  have  the  following  table  : 


Values  of  x. 

Strains  in  Tons. 

Tension  in 

128 

20.01 

Gd  &  G'd' 

116 

22.47 

Kg  &  K'g' 

104 

23.58 

Nk  &  N'k' 

92 

25.49 

Qn  &  Q'n' 

80 

26.55 

Tq  &  T'q' 

68 

2G.50 

S't  &  St' 

56 

25.57 

P's'  &  Pa 

44 

24.01 

M'p'  &  Mp 

32 

21.67 

I'm'  &  Im 

20 

19.18 

FT  &  Fi 

8 

16.83 

C'f  &  Cf 
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The  vertical  braces  at  the  points  numbered  2  are 
subject  to  different  strains  as  the  load  moves  to  the  right 
or  left.  The  same  is  true  of  the  vertical  braces  at  the 
points  numbered  3.  The  maximum  compression  upon 
one  system  of  points,  when  the  load  is  moving  in  one 
direction,  is  the  same  as  that  upon  the  other  when  it  is 
moving  in  the  opposite  direction.  If  the  load  be  mov- 
ing to  the  right,  the  maximum  compression  is  upon  the 
verticals  at  the  points  2,  2;  etc. ;  and  if  to  the  left,  upon 
the  verticals  at  the  points  3,  3,  etc.,  by  Eq.  (300).  from 
which  we  form  the  following  table,  the  permanent  load 
upon  the  horizontal  chord  being  deducted. 


Val  ues  of  x. 

3G 

48 

60 

72 

84 

9G 

108 

120 

Strains  in  Tons. 

2.45 

5.32 

7.33 

8.25 

8.08 

6.92 

4.58 

1.83 

Compression  in 

Kk& 
K'k' 

Nn& 
N'n' 

Qq& 
Q'q' 

Tt& 

TV 

S's'& 
Ss 

py& 
PP 

M'm'& 
Mm 

IT& 

li 

The  compression  in  Dd,  Gg,  GTg',  and  D'd'  is  less 
than  the  tension  from  the  permanent  load.  The  com- 
pression upon  the  verticals  at  the  points  3,  3,  etc..  when 
the  load  moves  to  the  right,  or  upon  the  verticals  at 
2,  2,  etc.,  when  to  the  left,  may  be  determined  from 
Eq.  (302),  as  Eq.  (300)  was  obtained  from  Eq.  (298).  and 
will  be  found  to  be  less  than  that  given  above. 
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CASE    III. A     SIMPLE     TRUSS,    WITH     ALL     HIE     BRACES     IN- 
CLINED,   AND    HAVING    EQUAL    HORIZONTAL    EXTENT. 

194. — It  is  only  when  the  intensity  of  the  load  is 
uniform  horizontally  upon  the  arc,  or  concentrated,  or 
suspended  by  vertical  ties  in  equal  amounts,  at  points 
equidistant  horizontally,  that  the  strain  in  the  hori- 
zontal chord  is  uniform  throughout  its  length,  and 
the  strain  in  any  arc-member  is  equal  to  the  hori- 
zontal strain  divided  by  the  uniform  panel  length  and 
multiplied  by  the  length  of  that  arc-member.  This 
is  evident  when  we  consider  that  a  brace  can  transmit 
only  a  longitudinal  strain,  and  that  consequently  the 
strain  in  an  inclined  brace  must  have  a  horizontal  as 
well  as  a  vertical  component. 

The  proportion  of  these  components  to  each  other 
depends  on  the  inclination  of  the  brace.  If  each  brace- 
in  Fig.  (75)  be  assumed  to  support  a  half  panel  load, 
then  the  horizontal  component  of  its  strain  varies  with 
the  inclination  of  the  brace,  and  the  strain  in  the  hori- 
zontal chord  cannot  remain  uniform.  If  the  horizontal 
components  be  equal  in  all  the  braces,  then  each  brace 
cannot  support  the  same  amount  of  weight. 

A        BCDEFGHIKLMN 


e        (  ,.        ;        k 


n 
ni 


t       g        h       i 
Fig.  75. 

. — Let  Fig.  (75)  represent  a  Bow-String  Truss, 
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with  a  single  system  of  inclined  braces  of  uniform  hori- 
zontal extent,  the  lower  chord-points  being  in  the  curve 
of  a  parabola,  as  before  ; 

Let  I  =  the  horizontal  length  of  the  truss, 

d  =  the  versed  sine  of  the  curve  at  the  centre, 
p  =  the  length  of  the  panels  on  the  horizontal 

chord, 

p'  =  the  length  of  an  arc-member, 
w  =  the  maximum  load,  permanent  and  movable, 
x  =  the  horizontal  distance  of  any  panel  point 

from  one  abutment  ; 
y  —  the  vertical  distance  of  any   lo\ver  or  arc 

chord  panel  point  from  the  horizontal 

chord. 

In  the  investigation  of  the  chord  strains  w  will  be 
considered  as  concentrated  at  the  horizontal  chord  panel 
points. 

196.  Horizontal  Chord  Strains.  —  Taking  moments 
around  any  panel  point  in  the  arc,  distant  x  from  the 
abutment,  we  have, 

TT        _  WX          WX*  _ 

y~~        "    "" 


"2T      ~8T 

-^-  +  —±j-  being  the  moment  of  the  load  on  the  segment 
21          dv 


T    .  —  x) 

,T,  and  since  y  =  -    -  -,  we  have, 


Sd 
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for  the  strain  in  any  horizontal    chord-member  whose 
centre  is  distant  x  from  the  abutment. 

197.  Longitudinal  Arc  Strains. — If  moments  be  taken 
around  any  point  in  the  horizontal  chord,  distant  a?  from 
the  abutment, 

y'  and  y  being  the  vertical  distances  of  the  two  ends  of 
the  arc-member  opposite  the  point  x  from  the  horizontal 

chord.     Since  y'  is  measured  at  x  -\-  ^-,  and  y  at  x  —  ?-, 


Substituting  this  in  Eq.  (304)  we  obtain, 

M    „& w    .  .  (305) 

\#a       9y  7/7    __  ,  2 p*    p 


for  the  strain  in  any  arc-member  whose  centre  is  distant 
horizontally  x  from  the  abutment. 

198.  Vertical  Strains  in  the  Braces  from  a  Full  Load. 

— Let  Eq.  (303)  represent  the  strain  in  any  horizontal 
chord-member,  and  let 

TT,  _  wl  wpl 

±± =  — 
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represent  the  strain  in  the  next   member  towards  the 
centre  of  the  truss,  x'  being  equal  to  x  +  P-,  and  confined 

to  value  less  than  —  . 

Since  this  strain  increases  from  the  abutment  to- 
wards the  centre,  the  difference  must  cause  the  same 
kind  of  strain  in  the  braces  whose  arc  ends  are  inclined 
towards  that  abutment  from  which  x  is  measured,  that 
there  is  in  the  horizontal  chord  ;  in  this  case  compres- 
sion, since  this  chord  is  uppermost. 

The  difference  between  the  two  strains  is 

H'  -    H  = 

Z'2dx(l  —  x);c'(l  —  x) 

Its  vertical  component  is,  from  the  proportion, 

p  .    4dx(l  —  x} 
-  •  •     -—    -  ..  H—  H  .  V 


'(l  —  x') 

a  quantity  always  less  than  —  ,  or  one-fourth  of  a  panel 

load  ;  hence  the  other  brace  is  also  subject  to  compres- 
sion. 

Had  the  vertical  component  of  the  difference  in  the 
horizontal  strains  been  a  panel  load,  it  would  prove  the 
other  brace  to  be  subject  to  tension,  or  to  no  strain. 
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In  Fig.  76,  representing  a  segment  from  the^right  of 
the  centre  of  a  truss  similar  to  Fig.  (73),  let  the  vertical 
section  db  be  distant  x  from  the  right  abutment,  and  the 
vertical  section  ca  be  distant- #  from  the  same  abutment ; 


then  Eq.  (306)  will  represent  the  excess  of  horizontal 
strain  in  eb  over  that  in  ea,  and  Eq.  (307)  will  represent 
the  vertical  strain,  or  the  vertical  component  of  the 
strain,  of  which  Eq.  (306)  is  the  horizontal  component. 
But  this  does  not  prove  that  there  is  a  greater  amount 
of  vertical  strain  in  el)  than  in  ea,  for  they  have 
different  inclinations.  From  this  vertical  strain,  how- 
ever, may  be  determined  the  proportion  of  the  panel 
load  upon  e,  borne  by  ea  or  d). 


Deduct  from  —,  or  the  load  upon  the  point  c,  the 

0 

weight,  Eq.  (307),  borne  by  the  excess  of  horizontal 
strain  in  eb,  and,  of  the  remainder,  let  V  =  the  amount 
borne  by  ea  ;  and  V,  that  borne  by  eb  ;  then  the  hori- 
zontal components  of  the  compressions  in  ea  and  eb,  of 
\vhich  V  arid  V  are  the  vertical  components,  are  equal. 
Let  H  equal  this  horizontal  component,  uniting  with  V 
or  V,  then 

H:  V'::£:y,  andH  :  V::  |:  y, 
and 
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-      -       -     (308) 


and  since  V'+V=  ^  -  wp-~-  x-x 
I  4lx'(l  —  x') 

Substituting  the  value  of  V,  Eq.  (308), 

v+v=  v  (y'+y). 
y 

Substituting  the  values  of  y'  and  y, 


-  x)] 


y  x'(L  —  x') 

x(l—x}  _wp  _  wp\_x'(l—  x'}— 
' 


'#(7  —  x')  ±lx(l—x') 

which  may  be  reduced  to, 


V  =  4- 

'  41        2t[ 

The  vertical  component  of  the  strain  in  that  brace 
whose  arc  end  is  farthest  from  the  abutment  from  which 
x  is  measured,  a/  being  the  distance  to  the  arc  end  and 

x  =  X'  -p.      Since,   in  Eq.   (309),       fl  x'(l-x')  - 

1   as'  (I  —  x')+x(l—  x) 

is  less  than  —  ,  V  is  greater  than  --^-,  or,  under  a  full 

2i  Zii 

load,  the  wreight  upon  that  brace  whose  arc  end  is  nearer 
the  centre  is  greater  than  the  weight  upon  the  other 
brace  from  the  same  horizontal  chord  point.  This  equa- 
tion is  necessary  for  the  strain  upon  the  braces  from  the 
permanent  load. 
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The  vertical  strain  upon  the  other  brace  from  the 
same  point  in  the  horizontal  chord  is  most  readily  deter- 
mined by  subtracting  Eq.  (309)  from 


199.  Vertical  Strains  in  the  Braces  from  a  movable 
Load.—  In  Fig.  (76)  let  the  load  extend  from  the  left  abut- 
ment, so  that  the  point  e  is  not  loaded.  Then,  since  the 
chord  can  take  no  portion  of  the  vertical  strain,  it  fol- 
lows that  the  vertical  component  of  the  strain  in  one  of 
the  braces,  ae  or  be,  is  equal  to  that  in  the  other,  or  V 
in  ae  =  V  in  be  ;  but  since  the  inclinations  of  the  braces 
differ,  the  horizontal  components  of  their  strains  must 
differ  also,  and  the  sum  of  these  horizontal  components 
equals  the  difference  in  the  horizontal  strains  in  the 
chord  -members  fe  and  eg.  If  a  be  distant  a?',  and  b  be 
distant  x  from  the  right  and  unloaded  abutment,  then 

(  ^~  u'  being  the  reaction  of  that  abutment,  w'  being 

fiv 

weight  of  the  full  movable  load, 

C>  ' 

H,  ^  w'af(l  -  «)' 


is  the  strain  in  ye,  and 

TT  _  wx(l  —  u)* 


My 

the  strain  in  eg. 

The  vertical  components  of  the  strains  in  ae  and  be 
are  to  their  horizontal  components  as  the  vertical  extents 
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of  these  braces  are  to  their  horizontal  extents,  the  latter 
being  ^;  hence,  y'  :  ±-  ::  V  :  —  £,   the  horizontal  com- 

ponent of  the  strain  in  ae,  and  y  :  ¥::  V  :  —  ±-,  the  hori- 

2  2y 

zontal  component  of  the  strain  in  be. 
Therefore, 


.        .. 

2y 

iu'xf(l  — 
2/y 
and 


• 

Substitute  for  ?/'  and  y  their  values  as  given  in  Eq. 
(283),  and  we  have,  omitting  _,  since  it  is  common  to 

L 

all  the  members  of  the  equation, 


and  since  p  —  x'  —  x 


is  the  vertical  component  of  the  strain  in  either  ae  or 
ie,  and  is  greatest  when  (I  —  K)*  is  greatest,  or  when  the 
load  extends  from  the  abutment  opposite  to  that  from 
which  x'  x,  and  u  are  measured,  and  fully  loads  the 
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panel  point  next  these  two   braces  ;    in  this  case  the 
panel  point  f. 

The  longitudinal  strains  in  ah  and  be  have  a  result- 
ant at  6,  which  passes  in  the  direction  of  the  end  of  the 
truss  resting  on  the  (in  this  case  right)  abutment.  For 
let  T/,  the  vertical  depth  at  £,  represent  the  vertical  abut- 
ment reaction,  then  V  :  II  ::  y  :  x;  or, 

w(l  ~-  u)*    .  w(l  —  uV  ..  4dx(l  —  a?) 

'       ~~ 


~  sd(i  -  x) 

Therefore  the  amount  only,  and  not  the  direction  of  this 
resultant,  is  affected  by  the  weight  of  the  load.  The 
relative  proportions  of  the  components  of  this  strain 
borne  by  ab  and  be  consequently  remain  the  same,  even 
when  the  point  e  is  loaded.  Hence  Eq.  (310)  will  deter- 
mine the  strain  in  fa  when  yis  loaded,  as  well  as  in  ae 
and  be  ;  and  the  greatest  compression  in  fa,  and  tension 
in  ae,  ai  e  when  the  point  f  is  loaded. 

To  apply  the  equation,  since  it  is  a  single  truss, 

™^L.  must  be  substituted  (54)  for  w'(*—tt)'  .    and 

l-x-l 

.since  x'  =  x  +  ».  n  =  -  ->  E(l'  (31°)  becomes  = 

P 


W'  (I  —  X  —  ij]  X(X  -\-  p) 

Y=  _          2/  _  ,    (311) 
I  (I  -p)\?x(l  -p  -  x)+p(l  - 


for  the  vertical  component  of  the 

,  (  tension  when  the  arc  is  above,  )  . 

greatest  \  Virom  a  movable 

(  compression  when  the  arc  is  beloAv,  ) 
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load  in  any  brace  whose  arc  and  nearest  end  is  distant  x 
from  the  abutment.     To  this  strain  must  be  added  the 

strain  from  the  permanent  load,  which  is-— i  — Eq.  (309), 

6 

or, 

y  _  Swp  _  wpx"(l  —  x') 

A]  *)/  I/W   //       .       flflr\       I        fp( I  'V*  \    1 

^rt/  *r  &  t  w/    1  v  uU    t      \       &  \v  tX//l 

i—  /  \  /  _l 

x'  being  equal  to  x  -\-  p,  this  becomes 

y= 


_ 
41        2/O(7  —  p 


In  this  equation  iv  represents  the  weight  of  the  per- 
manent truss  load,  and  this  equation,  added  to  Eq. 
(311),  giv.es  the  total  maximum  vertical  strain  in  those 
braces  to  which  Eq.  (311)  applies. 


"2 
Making  x  =  x'  —  p,  n  =  -  —  >    Eq.    (310),    be- 


comes 


- ,       (313) 

1(1  -p)[?x'(l  +P  —  X')  —p(l  +p)-] 

r        .  ,  (compression) 

for  the  vertical  component  01  the  neatest  ,' 

(tension          ) 

when  the  arc  is  \          t,  from  a  movable  load  in  any 
(below ) 

brace  whose  arc  and  farthest  end  is  distant  x'  from  the 
abutment.  From  this  must  be  subtracted  Eq.  (309), 
giving  the  strain  from  the  permanent  load  in  which  x  is 
to  be  made  equal  to  x'  — p. 


27G 
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•200.  Example. — In  Fig.  (75), 

Let  I  =  120  feet,  the  length  of  the  truss, 

d  =  14.4  feet,  the  versed  sine  of  the  curve  of  the 

lower  chord, 
p  —  10  feet,  the  horizontal  distance  between  the 

panel  points, 
w'  =  120  tons,  the  weight  of  the  full  movable 

load, 
w  —  48  tons,  the  permanent  truss  weight. 

Substituting  values  in  Eq.  (303),  w  being  changed 
to  w'  +  w;,  we  can  form  the  following  table  of  strains  in 
the  horizontal  chord: 


Values  of  x. 

5 

15 

25 

35 

45 

55 

Strains  in  Tons. 

167.4 

172.2 

173.2 

173.5 

173.7 

173.8 

Compression  in 

AB& 
MN 

BC& 
LM 

CD& 
KL 

DE& 
IK 

EF& 
Ht 

FG& 
GH 

For  the  strains  in  the  arc,  we  obtain  from  Eq.  (305), 
w  being  changed  to  w'  +  w,  the  following  table : 


Values 
of  x. 

10 

20 

30 

40 

50 

60 

Values 
otp'. 

10.77. 

10.50 

10.28 

10.03 

10.02 

10 

Strains  in 
Tons. 

184.1 

192.9 

186.1 

181.6 

176.9 

176.6 

176.2 

Tension 
in 

Ab  &  nX 

be  &  mn 

cd  &  1m 

de&kl 

ef  &ik 

fg  &  hi 

gh 
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The  strain  in  the  first,  or  end  member,  is  found  from 
the  strain  in  the  horizontal  end  member,  dividing  by  5 
its  horizontal  extent,  and  multiplying  by  5.5  its  length. 

Supposing  one-half  of  the  permanent  truss  weight  tc 
be  borne  directly  by  the  arc,  w  of  Eq.  (309)  is  equal  to 
24  tons  ;  we  have  from  Eqs.  (311)  and  (312)  the  follow- 
ing table  of  compression  in  the  braces,  the  vertical  strain 
being  multiplied  by  the  secant  of  the  brace  angle. 


Values  of  x. 

Strains  in  Tons. 

Compression  in 

5 

4.60 

Mn  &  Bb 

15 

ii.52 

Lm  &  Cc 

25 

12.99 

Kl&Dd 

35 

15.40 

Ik&Ee 

45 

16.85 

Hi&Ff 

55 

17.36 

Gh&  Gg 

65 

16.96 

Fg&Hh 

75 

16.63 

Ef  &Ii 

85 

13.41 

De&Kk 

95 

10.28 

Cd  &  LI 

105 

6.34 

Be  &  Mm 

278 
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Similarly  from  Eqs.  (313)  and  (309),  we  obtain  the 


following  table  of  tensions  in  the  braces  ; 


Values  of  x. 

Strains  in  Tons. 

Tension  in 

15 

2.97 

Mm  &  Be 

25 

6.78 

Ll&Cd 

35 

9.23 

Kk  &  De 

45 

10.75 

li&Ef 

55 

11.28 

Hh&Fg 

65 

10.99 

Gg&Gh 

75 

9.91 

Ff  &  Hi 

85 

7.93 

Ee&Ik 

95 

5.25 

Dd  &  Kl 

105 

2.15 

Cc  &  Lm 
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CASE    IV. — A    DOUBLE    TRUSS,     WITH    ALL     THE     BRACES    IN- 
CLINED,   AND   HAVING   EQUAL    HORIZONTAL    EXTENT. 

201 — Let  Fig.  (77)  represent   a  bow-string  parabolic 
Truss,  containing  two  systems  of  braces,  which  permit 


fill      b    c    d    e     i    g     h     i     k     1    m    n    o    p     q     r    s    t     u 

Fig.  77. 

the  division  of  the  truss  into  two  simple  trusses,  whose 
chords  are  common,  but  whose  braces  act  independently 
of  each.  Let  Fig.  (78)  represent  one  of  these  trusses, 
designated  as  Simple  Truss  No.  1,  and  Fig.  (79)  the 
other,  designated  as  Simple  Truss  No.  2. 


i       L      N 


T 


b        d  f          h          k         m 


c  e 


i  1  n  p  r  t 

Fig.  79. 


202. — Let   I  =  the  horizontal  length  of  the  truss, 
d  =  the  versed  sine  of  the  curve, 
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p  =  the  horizontal  length  of  the  panels  of 

the  double  truss, 

p'  =  the  length  of  an  arc  member, 
w  =  the  maximum  load,  uniformly  distrib- 

uted, 
cc  =  the  horizontal    distance  of  any  panel 

point  from  one  abutment, 

y  =  -  ',  -  *  ,   the  vertical  distance  be- 

9  Z2 

tween    the    chords    at    any    panel 
point  x. 

2O3.  Horizontal  Chord  Strains.  —  Each  truss  bears 
one-half  the  load,  and  the  half  panel  load  at  each  abut- 
ment is  taken  as  belonging  to  No.  2.  Taking  moments 
around  a  point  in  the  arc  chord  of  No.  1.  Fig.  (80), 
distant  x  from  the  abutment, 


4dx(l—  x)  __  wx      WX* 

~T~         T     IP 


(314) 


is  the  tension  in  the  lower,  or  horizontal  chord,  between 
the  points  b  and  u.  But  outside  of  these  points,  or  be- 
tween them  and  the  abutment,  this  equation  will  not 
apply,  because  there  is  no  panel  point  in  the  upper  chord 
of  this  truss.  The  manner  of  determining  the  strain  in 
the  end  member  will  be  shown  hereafter. 
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Taking  moments    around    the   upper   chord    panel 
points  of  No.  2,  we  have, 

TT/  4:dx(l  —  x)    _  wx    _  wx    _  wp 

~T~         T  '    ~ti  '    IP 

whence, 

-       -     (315) 


_  , 
—  a?)' 

is  the  tension  throughout  the  horizontal  chord  of  No.  2. 
Adding  these  equations,  (314)  and  (315),  we  have, 


for  the  strain  in  the  horizontal  chord  of  the  double  truss, 
Fig.  (77)  in  which  x  is  the  horizontal  distance  to  the 
upper  chord  points  of  Truss  No.  2,  which  is  the  same  as 
to  the  lower  chord  points  of  No.  1,  and  gives  the  strains 
in  the  members  on  both  sides  of  these  points.  That  is, 
since  the  strain  in  No.  1  is  constant,  the  strain  in  the 
double  truss  only  changes  as  we  pass  the  points  of  No.  2. 
For  the  horizontal  strain  in  the  end  member  take 
moments  about  T  or  C,  the  first  upper  chord  panel 
points  of  Simple  Truss  No.  1,  and  we  have 


TT 

The  moment  of  the  load  on  the  first  lower  chord 
panel  point  of  this  simple  truss  at  u  or  b  does  not  affect 
the  equation  for  the  strain  in  the  member  on  the  abut- 
ment side  of  either  of  these  points.  Since  x  =  2p,  this 
equation  becomes, 
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Add  this  to  Eq.   (315),   which  extends  throughout  the 
horizontal  chord,  and  making  x  =p,  we  have, 

TJ  _  wl  wpl          i  w?  (318^ 

~lGd  ~  '  IM(1  —p)   '~  16d(l—  2pf 

for   the   strain   in   the   end  member  of  the  horizontal 
chord. 

£O4.  Longitudinal  Arc  Strains.  —  Taking  moments 
around  the  horizontal  chord  points  of  Simple  Truss  No. 
1,  we  obtain 

j  p  4:dx  (I  —  x)  __  uw       woo'   ,   wp* 

P'  "  ~i~      IT    u  "  Tr 

whence, 


is  the  compression  in  all  the  arc  members  of  Simple 
Truss  No.  1,  except  the  member  at  either  end  ;  to 
which,  from  the  manner  of  taking  the  moments,  the 
equation  is  not  applicable. 

Taking  moments  around  the  horizontal  chord  panel 
points  of  Simple  Truss  No.  2,  we  obtain, 

y  p  4tdx  (I  —  w)  _  wx  __  wa? 
p'~    ~T~  T~     'IT1 

whence. 

L  =  TSF        -----     (320) 

is  the  strain  in  all,  except,  as  before,  the  end  members 
3f  the  arc  of  No.  2. 

Adding  Eqs.  (319)  and  (320)  we  have 

-      -      -    (321) 


THE    STRENGTH    OF   BRIDGES    AJSTD    ROOFS.  283 

The  compression  in  the  upper  chord  members  of  the 
double  truss  :  here  x  is  the  distance  to  the  lower  or  hori- 
zontal chord  panel  points  of  No.  1,  and  for  each  value 
of  x  there  are  two  values  of  pf,  the  lengths,  of  the  two 
members  meeting  at  that  point. 

The  compression  in  the  end  arc  member  has  a  hori- 
zontal component  equal  to  the  strain  in.  the  horizontal 

end  member,  or  Eq.  (318)  X  —  ,  or 

L=f—   -  _  wlp        4- 
'  "h 


is  the  strain  in  the  end  member. 

The  horizontal  component  of  the  strain  in  the  end 
members  of  No.  1,  that  is,  from  A  to  C  and  from  T  to 
V,  is  given  'by  Eq.  (317),  and  in  the  second  members  of 
Truss  No.  2  is  given  by  Eq.  (320)  ;  adding  these  equa- 

tions, and  multiplying  by  •?-,  we  obtain 


161(1 


(323) 


205.  Vertical  Strains  in  the  Braces  from  a  Full  Load. 

—  In  Simple  Truss  No.  1  it  has  been  shown  that  the 
strain  in  the  horizontal  chord  is,  with  the  exception  of 
the  member  at  either  end,  uniform  throughout  that 
chord.  The  horizontal  components  of  the  strains  in  any 
two  braces  of  this  simple  truss,  meeting  at  the  same 
horizontal  chord  point,  are  therefore  equal.  Let  Ji  =, 
the  horizontal  component  of  the  strain  in  either  of  the 
braces  meeting  at  o  in  Fig.  (78);  let  v  =,  the  vertical 
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component  of  the  strain  in  the  brace  to  the  point  P,  and 
v'  =,  the  vertical  component  of  the  strain  in  the  brace 
to  the  point  N;  then  these  two  vertical  components, 

wl. 
v'  -J-  v  =  — .  or  the  weight  upon  the  point  o. 

Since 

p  :  y : :  h  :  v  :.  h  =  i—, 

y 

and 

p:yf'.:li'.v':Ji  =  ^' 

y 

mi       v'       v  v'y 

Ihen  —  =  — ,  and  v  =  — ^-. 

y      y  y' 


"'+  y  ''   'i' 

and 


Substituting  for  y'  and  y  their  values,  -     -^5— 


T  —  x)         , 

and  —  -5—  -  ^,  we  have, 

y_  WpX'(l  —  tf) 

l(x'(l  —  x')+x(l  —  x) 

for  the  vertical  component  of  the  strain  in  that  brace 
whose  arc  end  leans  from  the  abutment  from  which  a/  is 
measured,  x  being  =  xf  —  2/>.  The  vertical  component 
of  the  strain  in  the  other  brace  from  the  same  point  is 

—  Eq.    (324).       It    will    be   observed    that,    since 
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x'(l  —  x')  -\-  sc(l  —  x)  is  less  thaD  2x'(l — x')  when  x'  is 
not  greater  than  — ;  Eq.  (324)  is  greater   than  - 1-,   or, 

thy  brace  leaning  towards  the  centre  supports  more  than 
half  a  panel  load. 

In  Simple  Truss  No.  2  we  have  the  same  case  which 
was  explained  in  (193),  and  to  which,  consequently, 
Eq.  (309)  will  apply. 


2O6.  Vertical  Strains  in  the  Braces  from  a  Moving 
Load. — A  comparison  of  these  Simple  Trusses  with 
Case  (III)  will  show  that  the  vertical  strains,  or  vertical 
components  of  the  strains  in  the  braces,  are  similar; 
and  that  E<^.  (310)  representing  twice  the  reaction  of  the 
abutment  from  which  x  is  measured,  multiplied  by 

I'x 

-. — - — — ,  (x  being   the  distance  from  the 

x'(i  —  x')  +  x(L  —  x)  ' 

abutment  whose  reaction  is  taken  to  the  arc  end  of  any 
brace  leaning  towards  the  same  abutment,  x'  being 
=  x  +  2p,  and  u  being  =  x,}  will  give  the  maximum 
tension  in  that  brace. 

Hence,  in  Simple  Truss  No.  1,  the  reaction  of  the 
abutment  from  a  partial  load,  found  as  in  the  horizontal 

trusses,  being,  — > — — — '-,  Eq.  (310)  becomes, 


—a?)  +  (  +  2p)  (I  —  xx—  2j>)]' 

5. 


—  2p)J 
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This  being  tension,  the  tension  from  the  constant  truss 
weight  is  to  be  added  to  it. 

The  greatest  compression  in  the  braces  of  the  same 
simple  truss  is,  as  has  been  explained  in  the  previous 
case,  given  by  Eq.  (310),  u  being  =  x'  and  x  =  x  — -  2jt>, 
whence  Eq.  (310)  becomes 

I  —  x')-] 
-    (326) 


4l'Lcc'(l  -f  2p  —  x)— 

x'  being  the  horizontal  distance  from  the  unloaded  abut- 
ment to  the  arc  end  of  the  brace  leaning  from  that  abut- 
ment ;  and  since  the  strain  is  compression,  it  is  necessary 
to  deduct  from  it  the  strain  from  the  constant  load. 

In  Sim  |  le  Truss  No.  2,  by  a  similar  process  of  rea- 
soning, Eq.  (310)  becomes  changed  to 

=      w'[(l  _  gr. 


for  the  tension  in  those  braces  whose  arc  ends  are  dis- 
tant x  horizontally  from  the  abutment  towards  which 
they  lean. 

And  for  the  compression  in  those  braces  whose  arc 
ends  are  distent  x'  horizontally  from  the  abutment  from 
which  they  lean,  Eq.  (310)  becomes  changed  to 

( 


To  Eq.  (327)  is  to  be  added  the  constant  truss  load, 
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Eq.  (324) ;  and  from  Eq.  (328)  is  to  be  subtracted  the 
constant  truss  load  to  attain  the  maximum  result. 


207.    Example.— Jn  Fig.  (77), 

Let  I  =  200  feet,  the  length  gf  the  truss, 

d  =  25  feet,  the  depth  of  the  truss  at  the  cen- 
tre, and  the  versed  sine  of  the  curve, 
p  =  10  feet,  the  horizontal  distance  between 

the  panel  points, 

w  =z  100  tons,  the  permanent  truss  weight, 
two-thirds  of  which  is  supported  by 
the  braces, 

w/  =  200  tons,  the  weight  of  the  full  movable 
load. 

From  Eq.  (318)  for  the  end  member,  and  Eq.  (310) 
for  the  other  members,  we  obtain  the  following  table  oi 
strains  in  the  horizontal  chord,  w  of  these  equations  being 
the  maximum  load,  300  tons  : 


Values  of  a*. 

10 

30 

50 

70 

90 

Strains  in  Tons. 

308.77 

292.11 

297.06 

298.00 

298.35 

298.45) 

Tension  in 

Ab  & 
uV 

be  &  tu 

cd,  de, 

rs,  &  st 

ef,  fg, 

pq.  &  qi 

gli.  hi, 
no  &  op 

ik.kl.ln 
&  111:1 

From  Eqs.  (321),  (322),  and  (323),  we  may  form  the 
following  table  of  compressions  in  the  arc  chord  ;  n 
being  here  also  the  maximum  load,  300  tons  : 
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Values  of  x. 

Strains  in  Tons. 

Compression  in 

341.81 

AB&UV 

334.37 

BC&TU 

30 

323.54 

CD&ST 

30 

318.39 

DE&RS 

50 

313.17 

EF&QR 

50 

809.55 

FG&PQ 

70 

306.17 

GH&OP 

70 

30S.76 

HI  &  NO 

90 

302.41 

IK&MN 

90 

301.81 

KL&LM 

From  Eq.  [325),  added  to  two-thirds  of  -2-  —  Eq. 

is 

(324),  we  obtain  the  tensions;  and  from  Eq-  (326),  less 
two-thirds  of  Eq.  (324),  the  compressions  in  the  braces 
of  Simple  Truss  No.  1,  as  given  in  the  following  table, 
the  vertical  strains  being  multiplied  by  the  secants  of  the 
angles  of  the  braces. 
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Values  of 
x&x'. 

20 

40 

60 

80 

100 

1-20 

140 

160 

180 

Strains  in 
Tons. 

11.48 

13.94 

16.18 

16.60 

18.32 

18.09 

17.18 

16.07 

19.92 

Tension 
in 

Cd& 
Ts 

Ef  & 
Rq 

Gh& 
Po 

Ik& 
Nm 

8.48 

Lm& 
Lk 

No  & 
Ih 

Pq& 
Gf 

Rs& 
Ed 

Tu& 
Cb 

Strains  in 
Tons. 

3.53 

6.71 

9.17 

8.85 

7.58 

5.44 

2.51 

Compres- 
sion in 

Rs& 
Ed 

Pq& 
Gf 

No& 
Ih 

Lm& 
Lk 

Ik& 

Nm 

Gh& 
Po 

Ef  & 
Rq 

Cd  Sr 
Ta 

Again,  from  Eq.  (327),  added  to  two-thirds  of  — ^-  — 

ii 

Eq.  (309),  we  obtain  the  tensions,  and  from  Eq.  (328), 
less  two-thirds  of  Eq.  (309),  the  compressions  in  the 
braces  of  Simple  Truss  No.  2,  as  given  in  the  following 
table ;  the  vertical  strain  being  multiplied  by  the  secants 
of  the  angles  of  the  braces : 


Values  of 

X  &  X. 

10 

30 

50  . 

70 

90 

110 

130 

150 

170 

Strains  in 
Tons. 

12.40 

12.81 

15.18 

17.00 

17.97 

18.06 

17.79 

16.41 

15.80 

Tension 
in 

Bc& 
Ut 

De& 

Sr 

Fg& 
QP 

Hi& 
On 

K1& 
Ml 

Mn& 
Ki 

Op& 
Hg 

Qr& 
Fe 

St  & 
DC 

Strains  in 
Tons. 

1.84 

5.47 

7.76 

8.89 

8.98 

8.52 

6.15 

3.24 

Compres- 
sion in 

St& 
DC 

Qr& 
Fe 

Op& 
Hg 

Mn& 
Ki 

K1& 
Ml 

Hi& 
On 

Fg& 

Qp 

De& 

Sr 

19 
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20§. — By  similar  processes  equations  may  be  prepared 
for  Parabolic  Bow  String  Trusses  containing  any  num- 
ber of  Simple  Trusses,  or  single  systems  of  bracing. 

2O9.  Bow  String  Trusses,  with  Arcs  of  any  Curva- 
ture.— It  is  only  when  y,  or  the  vertical  distance  between 
the  arc  and  the  horizontal  chord  at  any  point,  bears 
some  ratio  to  the  horizontal  distance  of  that  point  from 
the  abutment,  that  we  can  express  the  former  in  terms 
of  the  latter,  as  in  the  Parabolic  Bow  String.  This  can 
be  done  when  the  curve  can  be  referred  to  rectangular 
axes,  as  is  the  case  with  the  circle,  ellipse,  and  many 
others.  But  in  these  cases  the  equations  become  more 
intricate,  and  it  is  better  that  they  should  contain  two 
variables  than  to  be  rendered  liable  to  error  by  their 
prolixity. 

The  following  equations  will  apply  to  any  Bow 
String  Truss,  as  they  are  entirely  independent  of  the 
curvature  of  the  arc. 

210 — Let  /  =  the  length  of  the  truss, 

p  =  the  horizontal  length  of  a  panel. 
p'  =  the  length  of  any  arc  member, 
w  =  the   weight,    maximum    and    uniform, 

upon  the  truss, 
x  =1  the  horizontal  distance  of  any  panel 

point  from  one  abutment, 
y  =  the  vertical  distance  between  the  chords 

at  x 
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211.  Horizontal  strains. — From  moments  around  any 
panel  point  in  the  arc  of  Fig.  (80),  we 


Fig.  80. 

have  for  the  tension  in  the  horizontal  chord, 

IVX         WX 


whence, 

T- r 'WJU  'UJtJU 


2 


and  at  any  other  point  a?', 


TT-,    _ 


WX 


(329) 


(330) 


If  H'  be  greater  than  H,  then  the  horizontal  chord 
end  of  the  inclined  brace  between  the  two  points  x'  and 
x  must  be  distant  re',  xf  and  the  arc  end  distant  x  from  the 
abutment.  That  is,  if  the  horizontal  strain  at  c  be 
greater  than  the  horizontal  strain  at  <f,  a  brace  is  neces- 
sary from  c  to  6.  If,  on  the  contrary,  the  strain  be 
greater  at  6?,  then  the  brace  must  be  from  a  to  d.  The 
vertical  components  of  the  strains  in  these  braces,  neces- 
sary to  ascertain  the  effects  of  the  constant  load,  may  be 
obtained,  as  has  been  shown  before,  from  the  difference 
in  the  horizontal  strains. 

212.  Longitudinal  Arc  Strains.  —  From  moments 
around  any  point  in  the  horizontal  chord  we  have, 

(331) 
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Eqs.  (329)  and  (331)  apply  to  the  members  of  the 
chords  on  that  side  of  any  point  to  which  x  is  measured, 
on  which,  under  a  full  load,  no  brace  is  in  action. 

213.  Vertical  Strains  in  the  Braces  from  a  moving 
Load.  —  Under  a  partial  load,  extending  from  one  abut- 
ment a  distance  I  —  u,  at  any  point,  a?,  outside  the  load, 
x  and  u  being  measured  from  the  same  abutment,  and 
w'  being  the  weight  of  a  full  load  of  equal  density  with 
the  partial  load,  the  strain  in  the  lower  chord  will  be, 

H=.  t^  -»)•«_.    ....        (332) 

and  at  the  next  panel  point  a?', 

H'  =  W'(l~uTx'.  -        .        .        -        (333) 

Subtracting 

H  —  H'  -  w'V  —  uyW  —  tfy)        .     (334) 

*/  c/ 

Let  x'  =  x  —  p,  then 

H  -  H'  =  w'(l- 


\j  y 

is  the  difference  in  the  horizontal  strains  at  two  consecu- 
tive panel  points  outside,  and  consequently  the  horizon- 
tal component  of  the  strain  in  the  brace.  If  y'  be  the 
vertical  extent  of  this  brace  between  x  and  x  —  p, 
p  being  its  horizontal  extent,  we  have  from  the  propor- 
tion 


p  :  y';;H  -  H'  :  V  =       -->      (336) 
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for  the  vertical  component  of  the  strain  in  any  inclined 
brace  between  the  panel  points  x  and  x  —  p. 

This  equation  must  be  changed,  as  has  been  done  in 
the  previous  cases  to  suit  different  systems  of  bracing; 

_i_—  .2-  be  altered  to  represent  the  reaction  of  the 


un- 


loaded  abutment  of  the  simple  truss  to  which  it  is  to  be 
applied,  arid  p  is  always  to  represent  the  horizontal 
length  of  a  simple  truss  panel.  Examples  of  the  appli- 
cation of  these  equations  are  considered  unnecessary. 
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CHAPTER  X. 


LENTICULAR   TRUSSES. 


214. — The  form  of  this  peculiar  truss,  known  also  as 
the  Pauli  System,  is  shown  in  the  following  figure : 


Fig.  81. 

It  is  composed  of  two  equal  parabolic  arcs  for  chords 
meeting  at  the  ends,  and  braced  with  vertical  and  in- 
clined braces.  It  is  not  capable  of  supporting  any 
greater  weight  than  a  Bow  String  Truss  of  equal  depth 
and  length,  and  practically  possesses  many  disad- 
vantages. 


215.    Longitudinal  Chord  Strains. — In  Fig.  (82) 
Let  I  =  the  length  of  the  truss, 

d  =  the  depth  of  the  truss  at  the  centre, 
p  =  the  horizontal  length  of  a  panel, 
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y  =  the  length  of  any  arc  member, 

x  =  the  horizontal  distance,  of  any  vertical 

brace  from  the  abutment, 
y  =2  the  depth  of  the  truss  at  any  point  ;r, 
w  =  the  weight   upon   the    truss   uniformly 

distributed. 


Fig.  82. 


Taking  moments  around  a  in  the  lower  chord  distant 

o 

horizontal  x  from  the  abutment  B,  we  have, 


WX 


WX 

"2 


/OOrrV 

(837) 


The  versed  sine  of  either  arc  is  —  ,  therefore  Eq.  (283) 

tt 

the  vertical  height  of  any  panel  point  in  the  upper  chord 
above  the  abutments  is, 


x) 


(338) 


and  the  vertical  depth  of  any  panel  point  in  the  lower 
chord  below  the  abutment  in  the  same  vertical  section  is 

also  -  — Li ~ — L,  whence  the  vertical  depth  of  the  truss 
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at  any  panel  point  distant  x  from  the  abutment  is,  as  in 

/1/7-M    (1    _     ff>\ 

the  case  of  the  Parabolic  Bow  String  Truss,—  '  v        -L, 

From  similar  triangles, 

of  :  ah : :  gc  :  6c, 
or  substituting  the  values  of  these  quantities, 

:—*). 


whence, 

0/= 

Substituting  this  value  in  Eq.  (337),  we  obtain 

T         IV  I'D  /oon\ 

=  W 

Equally  true  for  either  chord,  and  containing  but  one 
variable  p'. 

216.   Vertical    Strain    in    the    Vertical    Braces The 

depth  of  the  truss  at  any  panel  end,  a&,  distant  x  from 




the  abutment,  is \- — —L ;  at  the  next  panel  end  to- 

L 

wards  this  abutment,  ce,  where  the  distance  is  x  —  p,  it 
is 


r 

Subtracting  these  quantities,  we  have 


(340) 


for  the  difference  in  the  depths  of  the  truss  at  the  two 
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ends  of  a  panel,  or  in  the  lengths  of  ab  and  ce.  Half 
of  this  quantity  is  consequently  the  vertical  extent  of 
each  chord  member  of  this  panel,  or  b  is  vertically  one- 
half  of  this  distance  above  c,  and  a  vertically  one-half 
the  same  beneath  e.  Since  be  :  by,  so  is  the  longitudinal 
strain  in  be  to  its  vertical  component,  we  have, 


,  .  —  2a?  +  /?)..  wlp'  .v_w      W.G       wp  m,  v 

~1T  '87'         T~    "ST'IT* 


wl 

Its  horizontal  component  is  a  constant  —  ,  the  lower 

G(Ju 

chord  member  in  the  same  panel  has  the  same  vertical 
component.  Hence  each  arc  or  chord  member  supports 
one-talf  the  weight  that  comes  upon  the  truss  between 
its  end  towards  the  centre  and  the  centre,  and  one-fourth 
of  a  panel*  load  ;  and  the  horizontal  component  remain- 
ing uniform,  there  is  no  strain  upon  the  inclined  braces. 
If  a?,  in  Eq.  (341),  be  made  =x  —  p,  we  shall  obtain  the 
vertical  component  of  the  strain  in  the  next  chord  mem- 
ber towards  the  abutment,  and  if  this  be  subtracted  from 

Eq.  (341),  with  x  unchanged,  the  remainder  is  ^y  ,  a  con- 

fiv 

stant.  Therefore,  at  each  panel  point,  as  we  pass  from 
the  centre  towards  the  abutment,  there  is  an  increase  in 
the  weight  borne  by  each  chord  of  half  a  panel  load  ;  or 
each  chord  bears  half  the  load  ;  and  if  the  whole  load 
come  first  upon  one  chord,  only  one-half  of  it  is  taken 
by  that  chord,  while  the  other  half  is  transmitted  by  the 
vertical  braces  to  the  other  chord;  hence,  when  the  truss 

is  fully  loaded,  each  brace  is  subject  to  a  strain  of  -£P; 

ZL 
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217.  Vertical  §trafn§  in  the  Braces  from  a  Moiiitg 
Load.  —  It  is  evident  that  as  the  two  chords  have,  at  the 
two  ends  of  any  panel,  the  same  difference  in  their  verti- 
cal distances,  as  there  is  in  the  case  of  the  Parabolic  Bow 
String,  they  can  take  no  more  of  the  vertical  strain  from 
the  moving  load.  Taking  moments  around  any  panel 
point  in  either  chord  distant  x  from  the  abutment,  x  and 
u  being  measured  from  the  same  abutment  and  x  being 
less  than  u\  I  —  u  being  the  length  cf  a  partial  load, 
and  w'  being  the  weight  of  a  full  load  of  equal  density 
with  the  partial  load,  the  strain  in  either  chord  is, 

r  4dx(J  —  x)p  _    w'(l  —  u)9x 
~V$~  ~W 

whence 

W>(1      uVp'       .        .        .        .        (342) 


For  simplicity  take  the  horizontal  component  of  this 
strain,  which  is 

w>(l-uV         .        .        .        .        (343) 


A  strain  increasing  with  x  or  greatest  at  the  end  of  the 
load.     At  x' 


Subtracting, 


H    -  H'  = 


is  the  horizontal  component  of  the  strain  in  the  inclined 
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brace  whose  ends  are  distant  x  and  of  from  the  abut- 
ment towards  which  the  brace  leans  (  ),  or  in  ac. 

The  vertical  extent  of  this  brace  is  one-half  of  ce,  the 
depth  of  the  truss  at  x'  and  one-half  of  ba  the  depth  at 
,/',  its  horizontal  extent  isj?;  hence 

I  —  x)  ..  w'(l  —  u)*(x  —  x)  . 


.  , 

~ 


p(i+p)          (345) 


l-x        (l  —  x}(l  — 

x  —  p  being  substituted  for  a?',  for  the  vertical  compo- 
nent of  the  strain  in  any  inclined  brace  from  the  moving 
load,  when  the  lower  end  of  the  brace  is  distant  x  hori 
zontally  from  the  abutment  towards  which  it  leans. 
This  strain  is  evidently  greatest  when  the  load  extends 
from  the  opposite  abutment  to  that  from  which  x  is 

measured,  and  covers  the  panel  point,  distant  x  from  the 

w'(l  _  uy 
abutment.     This  being  a  simple  truss,  -  —  _  —  L,  the  re- 

fiv 

action  of  the  unloaded  abutment  must  be  chaned  for 


i    •       J  •      fn  A\  ±  , 

the  reasons  explained  in  (54)  to  ___£—_;    and    since   n, 

—  p) 


I  _  x 
the  number  of  loaded  panels  in  I  —  u,  equals  -  this 

P 

w>n  _  xy 

quantity  becomes  —±-  --  L.     Substituting  this   in  Eq. 

p) 


(345)  we  obtain 

-     (346) 


for  the  maximum  vertical  component  of  the  strain  in. 
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any  inclined  brace  whose  lower  end  is  distant  x  from 
the  abutment  towards  which  it  leans. 

This  strain  is  evidently  always  tension,  and  it  pro- 
duces compression  in  the  vertical  brace  to  whose  upper 
end  it  is  attached.  This  compression  is  greatest  when 
the  tension  in  the  inclined  brace  is  greatest,  or  when  the 
load  extends  from  one  abutment  and  covers  the  next 
panel  point  to  this  brace. 

Referring  to  Fig.  (82),  let  the  load  extend  from  the 
abutment  A  so  that  the  point  Ji  is  loaded  and  a  outside 
the  load.  It  is  evident  that  the  vertical  strains  in  the 
chord  member  ib  and  the  inclined  brace  Jib,  compression 
in  the  former  and  tension  in  the  latter,  produce  all  the 
vertical  strain  that  may  exist  in  the  chord  member  Ic 
in  id  the  vertical  brace  ba  ;  or  the  vertical  strain  in  ib 
and  Jib  equals  the  vertical  strain  in  ba  and  be  ;  hence,  if 
\ve  subtract  the  vertical  strain  in  be  from  the  sum  of  the 
strains  in  ib  and  bJi.  we  have  for  the  remainder  the  ver- 
tical strain  in  ba.  Let  V,  Eq.  (345),  be  the  vertical 
strain  in  $,  x  being  the  horizontal  distance  from  the 
abutment  B  to  point  h.  From  moments  around  A, 


qjo     _  w 
the  reaction  of  the  abutment  being  —  ^  —  .  —  L.  •  the  ver 

2,1 

tical  component  of  this  from  the  proportion  of  its  length 
to  its  vertical  extent, 
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Adding  Eqs.  (345)  and  (348),  we  have, 

y  =  w'(l-uY  (2x  p(l  +  p}  ,   l-2x+p\  ,349 

'  4P    ~\l-x      (l-x)(l-x+pY       l-x     JV 

which  readily  reduces  to 

V  -  w'(l—u)\l+p)  f  o  50^ 

—  TTvT  —     —  i  -  \  —  '  \<J*j\jj 

4L  (I  —  x-\-p) 

for  the  total  vertical  strain  coming  upon  the  point  6, 
and  taken  by  the  members  be  and  ba.  If  x  of  Eq.  (348) 
be  changed  to  x  —  _p,  we  shall  have  for  the  'vertical 
strain  in  &c 


-- 

- 


Subtract  Eq.  (351)  from  Eq.  (350)  and 
y_w'(l  —  u)*Z(x  —  p) 


is  the  remainder  and  the  strain  in  ba.     In  this  equation 

w'n  _  wy 
the  reaction  of  the  abutment  —  ^—  -  —  —  must  be  changed 

2* 

pit 

to  —  —  i_  .      and  since  «  is  the  distance  to  the  panel 
p) 


point  beyond  the  vertical  brace  to  which  the  equation 
refers,  let  it  be  changed  to  x'  +  p,  so  that  x'  shall  be  the 


distance  to  the  brace.     Then,  since  n  =         •         P_^  mak- 

P 
ing  these  changes,  Eq.  (352)  becomes 

''-)V  ,„-„ 

' 


The  vertical  braces  are  subject  to  the  action  of  the 
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load  moving  in  either  direction,  or  a  strain  may  come 
upon  them  from  either  of  the  ties  attached  to  their  upper 
ends.  The  greatest  strain  is  when  the  load  covers  more 

than  half  the  truss,  or  when  x'  does  not  exceed  — .    It'  the 

L 

roadway  be  upon  the  upper  chord  the  proportion  of  the 
compression  from  the  constant  load  must  be  added  to 
Eq.  (353).  If  upon  the  lower  chord  the  tension  from 
the  constant  load  must  be  deducted. 

218.    Example. — In  Fig.  (81), 

Let  I  =  350  feet,  the  length  of  the  truss, 

d  =  49   feet,    the   depth  of  the  truss  at  the 

centre, 

p  =  25  feet,  the  horizontal  length  of  a  panel, 
w'  =350  tons,  the  weight  of  the  full  movable 

load, 

w  =  175  tons,  the  constant  truss  weight. 
Substituting  values  in  Eq.  (339)  we  have  the  follow- 
ing table  of  chord  strains,  w  of  this  equation  being  the 
maximum  load,  525  tons: 


Values  of  p.' 

25.83 

25.60 

25.40 

25.24 

25.12 

25.04 

25.01 

Strains  in  Tons. 

484.31 

480.00 

476.25 

473.25 

471.00 

469.50 

468.94 

Compression  in 

AB& 
OP 

BC& 
NO 

CD& 
MN 

DE& 
LM 

EF& 
KL 

FG& 
IK 

GII& 
HI 

Tension  in 

Ab& 
oP 

bc& 
no 

cd& 

11111 

de& 
1m 

ef  & 
kl 

fg& 
ik 

gh& 

hi 
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Substituting  values  in  Eq.  (346),  and  multiplying 
the  vertical  strain  by  the  secants  of  the  inclined  brace 
angles,  we  may  form  the  following  table  : 


Values  of  x. 

Strains  in  Tons. 

Tension  in 

50 

30.96 

Bc&nO 

75 

33.41 

Cd&mN 

100 

38.63 

De  &  1M 

125 

40.32 

Ef  &kL 

150 

45.13 

Fg&iK 

IflfK 
"> 

45.94 

Gli  &  hi 

200 

44.99 

Hi  &  gH 

225 

42.31 

Ik&fG 

250 

37.93 

Kl  &  eF 

275 

31.90 

Lm&dE 

300 

24.30 

Mn&cD 

325 

14.95 

No  &  bC 

If  three-fourths  of  the  constant  load  be  considered  as 
concentrated  upon  the  lower  chord,  which  also  receives 
the  moving  load  (the  upper  chord  bearing  directly  the 
other  fourth),  each  vertical  brace  will  be  subject  to  u 


304 


A    TREATISE    ON 


tension  of  one-fourth  of  a  panel  load  from  the  constant 
lo:icl,  or  — y,  and  one-half  of  a  panel  load  of  the  moving 

4t> 

load,  or  —  J- ;  hence,  -J~  +  — f  =  15.625    tons    is    the 
2i  41         21 

maximum  tension  in  the  vertical  braces. 

Substituting  values  in  Eq.  (353),  and  deducting  from 

the  results  the  constant  load  tension  of  -^-  =  3.125,  the 

4& 

following  table  of  maximum  compressions  in  the  verti- 
cal braces  may  be  formed  : 


Val  ties  of  x. 

25 

50 

75 

100 

125 

150 

175 

Strains  in  Tons. 

7.53 

16.27 

23.10 

28.03 

31.07 

32.21 

31.49 

Compression  in 

Bb& 
Oo 

Cc& 
Nn 

Dd& 
Mm 

Ee  & 
LI 

Ff  & 
Kk 

Gg& 
li 

Hli 
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CHAPTER  XL 


THE    KUILENBERG   TRUSS. 


219.— The  plan  of  this  truss  is  shown  in  Fig.  (83). 


q  r  s  t  u  v  w  v'  a'  t'  9'  r*  q'  p'  o'n'm'l'k'  i'h'gT'  e'd'c' 
13  2  1321  2  3  1231  2  312312312312 


Fig.  83. 

For  trusses  of  this  character,  having  the  upper  chord 
arched,  but  not  meeting  the  lower  and  horizontal  chord 
at  the  abutments,  equations  may  be  prepared,  containing 
but  one  variable,  as  in  the  previous  cases  ;  but  in  this 
case  to  express  the  depth  of  the  truss  at  any  point  in 
terms  of  the  distance  of  that  point  from  the  abutment, 
would  give  a  long  and  somewhat  intricate  equation. 
For  this  reason,  and  to  give  an  example  of  the  manner 
in  which  any  form  of  truss  may  be  analyzed,  and  its 
strains  determined,  only  the  simplest  forms  of  equations 
will  be  used. 

220.  •—-  Let  £  =  152  metres,  the  distance  between  the 

abutments, 

d  =  20  metres,  the  depth  of  the  truss  at  the 
centre, 

20 
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p  —  4  metres,  the  length  of  a  panel, 

n  =  1.2  metres,  the  distance  on  the  abut- 

ment  between  the  end  posts, 
*w'  =  500  tons,  the  full  movable  load, 
w  =  500  tons,   the  constant  truss  weight, 

uniformly  distributed, 
x  =  the  horizontal  distance  of  a  panel  point 

from  the  abutment  not  from  the 

end  of  the  truss, 
y  =  the  vertical  depth  of  the  truss  at  x. 

The  truss  extends  beyond  the  abutment  at  either  end 
a  certain  distance  =  2rc,  ab  =  be  =  n.  The  upper  chord 
is  the  arc  of  a  circle  whose  diameter  =  493.33  metres, 

and  the  length  of  the  end  post  =  8  metres. 

• 

221.  Horizontal  Strains. -~ Under  the  full  load,  in 
which  case  the  chord  strains  are  greatest,  this  truss,  like 
the  trusses  with  horizontal  chords,  may  be  divided  into 
three  simple  trusses, 

No.  1.— Fig.  (84). 


d         g         k         n         q         t         w        t'         q'        n'        k 


Fig.  84. 


*  These  weights  are  assumed. 
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No.  2— Fig.  (85). 


P        s        v      v        s'        p'      ni'       i'       f     c-  | 


No.  3.— Fig.  (86). 


B( 


.y|       e       h        i         o        r        u  u'       r'        o'       i'       li'       e'      $? 


con 


Simple  Truss  No.  1  bears  —  (w  '-*-  -JH,  (w,  for  c( 

venience,  expressing  the  full  load  and  the  truss  weight), 
therefore  the  moment  of  the  reaction  of  the  abutment 
upon  it  is  at  any  point  a?,  since  its  end  post  is  2n  beyond 
the  abutment, 

iw   .    wp\, 

F+  -Trr    (^  +  270> 
\o  bt  ' 

and  the  moment  of  the  load  on  x  is, 


,  

~$\~2i'  ~w 

Hence  H,  the  horizontal  component  of  the  compression 
in  the  upper  chord,  or  the  tension  in  the  lower  chord  is, 
TT    _  i(W    _  wx*       wp*   ,    ivn    .    wpn' 
IT'     "6l"     ~3l^~3~       ~W* 


waence 


w 


•-  -j~(lx  —  x*  -f  2/  +  2ln  +  2pn).      (354) 
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Substituting  values  given  above,  w  being  1000  tons, 
_  125tr[(l  52  —  x)  +400.4] 


Whence  the  following  table  of  chord  strains  in  Simple 
Truss  No.  1  : 


Values  of  x. 

Values  of  y. 

Horizontal 
Strains  in 
Tons. 

Horizontal 
Component  of 
Compression  in 

Tension  in 

4 

9.92 

110.34 

AD  &  A'D' 

dg  &  d  'g' 

16 

13.04 

217.14 

DG  &  D'G' 

gk  &  g'k' 

28 

15.57 

273.13 

GK  &  G'K' 

kn  &  k'n' 

40 

17.52 

305.81 

KN  &  K'N' 

nq  &  n'q' 

52 

18.9 

325.25 

NQ  &  N'Q' 

qt  &  q't' 

64 

19.72 

335.75 

QT  &  Q'T' 

tw  &  t'w' 

76 

20 

338.95 

TW  &  T'W 

There  being  no  tension  in  ad. 

Simple  Truss  No.  2  bears  —  (w  +  -£-) ,  and  ending 

o  I   I 

at  the  abutment,  the  moment  of  the  abutment  reaction  is, 


wx       wpx 
"6"       ~6T7 


.    wx"    i 

the  load  on  x  is  — -,  hence 
vl 
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(355) 


Substituting  values,  w  being  put  for  (w'  -j-  ?r, 

250 


whence  the  following  table  of  chord  strains  in  Simple 
Truss  No.  2  : 


Values  of  x. 

Values  of  y. 

Strains  in 
Tons. 

Horizontal 
Component  of 
Compression  in 

Tension  in 

12 

12.05 

157.24 

CF  &  C'F' 

fi  &  f'i' 

24 

14.79 

234.86 

FI  &  FT 

im  £  i'm' 

r,6 

16.93 

279.79 

IM  &  I'M' 

mp  &  m'p' 

48 

18.5 

307.25 

MP  &  M'P' 

ps  &  p's' 

GO 

19.51 

323.72 

PS  &  P'S' 

6V  &  s'v' 

72 

19.97 

332.07 

SW  &  S'W 

No  strain  in  cf. 

Simple  Truss  No.  3  bears  1  (w  +  ™£)  _!^    and 

o  I    '  I 

since  its  end  post  is  distant  n  beyond  the  abutment,  the 
moment  of  the  abutment  reaction  is  (—  — 


the   moment   of   the   load   on    «  [s_wpx_wp^ 

61          til          3Z 
hence, 


6? 


Hy  =      - 

J      W         3/ 
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/.    II  =  ^j-  j  Ix  —  a?'  —  px  +  2pa  +  nl  —  2pn)  ;  (356) 
substituting  values, 


whence  the  following  table  of  chord  strains  in  Simple 
Truss  No.  3  : 


Values  of  x. 

Values  of  y. 

Strains  in 
Tons. 

Horizontal 
Component  of 
Compression  in 

Tension  in 

8 

11.03 

131.7 

BE  &  B'E' 

eh  &  e'h' 

20 

13.95 

217.25 

EH  &  EH' 

hi  &  liT 

32 

16.28 

263.80 

HL  &  H'L' 

lo  &  I'o' 

44 

18.04 

290.57 

LO  &  L'O' 

or  &  o'r' 

53 

19.24 

805.29 

OR  &  O'R' 

ru  &  r'u' 

63 

19.88 

311.34 

RW  &  R'W 

No  strain  in  be. 

These  are  the  horizontal  strains  in  the  chords  of  the 
Simple  Trusses.  The  strain  in  the  Compound  Truss 
in  any  member  is  the  sum  of  the  strains  in  the  Simple 
Trusses  affecting  that  member ;  for  example,  in  the 
upper  chord  the  strain  in  HI  is  the  sum  of  the  strains 
in  HL  in  No.  3,  in  GK  in  No.  1,  and  in  FI  in  No.  2. 
In  the  lower  chord  the  strain  in  Id  is  the  sum  of  the 
strains  in  hi,  gk,  and/V.  Consequently  we  may  arrange 
a  table  as  follows :  put  the  panel  points,  beginning  at 
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the  end  of  the  truss,  in  a  vertical  column ;  opposite  to 
and  in  line  with  each  point,  place  the  strain  extending 
from  that  point  to  the  next  point  towards  the  centre  of 
tli3  same  simple  truss ;  then  at  any  point  the  sum  of  the 
simple  truss  strain  at  that  point,  and  the  two  strains 
immediately  above  it,  is  the  total  strain  in  that  member 
of  the  upper  chord  whose  abutment  end  is  at  the  point 
referred  to.  Similarly  of  the  lower  chord  tensions,  thus  : 


Upper  Chord 
Panel 
Points. 

Lower  Chore 
Panel 
Points. 

Simple  Truss 
Strains. 

Compound 
Truss 
Strains. 

Horizontal 
Component  of 
Compression  ii 

Tension  in 

A 

d 

110.34 

110.34 

AB  &  A'B' 

de  &  d'e' 

B 

e 

131.70 

242.14 

BC  &  B'C' 

ef  &  e'f 

C 

f 

157.24 

399.28 

CD  &  C'D' 

fg  &  f  g' 

D 

.    S 

217.14 

506.08 

DE  &  D'E' 

gh  &  g'h' 

E 

h 

217.25 

591.63 

EF  &  E'F' 

hi  &  hi' 

F 

i 

234.86 

669.25 

FG  &  F'G' 

ik&  i'k' 

G 

k 

273.13 

725.21 

GH&C'H' 

Id  &  kT 

H 

1 

233.80 

771.70 

HI  &  III' 

1m  &  I'm' 

I 

m 

279.79 

816.72 

IK  &  I'K' 

mn  &m'n' 

K 

n 

305.81 

849.40 

KL  &  K'L' 

no  &  n'o' 

I, 

o 

290.57 

876.17 

LM  &  L'M' 

op  &  o'p' 

M 

P 

307.25 

903.63 

MX  &  M'N 

pq  &  p'q' 

N 

q 

325.25 

923.07 

NO  &  N'O' 

qr  &  q'r' 

O 

r 

805.20 

937.79 

OP  &  O'P' 

rs  &  r's' 

P 

s 

323.72 

954.26 

PQ  &  P'Q' 

st  &  s't' 

Q 

t 

335.75 

931.76 

QR  &  Q'R' 

tu  &  t'u 

R 

u 

311.34 

970.81 

RS  &  R'S' 

uv  &  u'v' 

S 

V 

332.07 

970.16. 

ST  &  S'T' 

vw  &  v'w 

T 

338.95 

983.33 

TU,  UV,  VW, 
T'U',U'V  & 
V'W 
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Multiplying  the  horizontal  components  of  the  com- 
pressions in  the  upper  chord  by  the  length  of  the  mem- 
ber, and  dividing  by  the  horizontal  length  of  the  panels, 
we  obtain  the  following  table  of  upper  chord  compres- 
sions : 


AB  & 
A'B' 

BC& 
B'C' 

CD& 
CD' 

DE& 
D'E' 

EF& 
EF 

FG& 
FG' 

GH& 
G'H' 

HI& 
HT 

IK& 
I'K' 

KL  cS: 
K'L' 

I.M  \- 
L'M' 

119.54 

262.82 

413.25 

523.70 

610.87 

691  .6Q 

747.00 

793.01 

837.12 

868.51 

893  GJ 

(Continued) 


MN& 
M'N' 

NO& 
N'O' 

OP& 
OP' 

PQ& 
PQ' 

QR& 
Q'R' 

RS  & 
R'S' 

ST& 
S'T' 

TU& 
T'U' 

UV& 

U'V 

VW& 
V'W 

921.70 

939.22 

951.86 

966.19 

974.41 

D80.52 

936.5C 

987.77 

984.82 

982.30 

The  excess  of  horizontal  strain  in  both  chords  of  No. 
1,  caused  by  this  objectionable  extension  of  the    truss 


beyond  the   abutments,    is   the   quantity 


w 


+  pn), 


amounting  to    20.53    tons  at  the  centre,  increasing  to 
41.38    tons   at   the   abutments.     In   No.  3  this  excess, 


(nl 


,  is  10.  tons  at  the  centre  and  18.45  tons 


at  the  abutments,  making  a  total  unnecessary  excess  of 
strain  of  30.53  tons  at  the  centre,  increasing  to  59.83 
tons  at  the  abutments. 
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222.    Vertical   Strains   from    the    Permanent   Load.— 

The  above  tables  show  that  under  a  full  load  the  chord 
strains  increase  from  the  abutments  to  the  centre,  and 
consequently  the  vertical  braces  are  struts  and  the  in- 
clined braces  ties.  The  figures  of  the  Simple  Trusses, 
(84),  (85),  and  (86),  show  all  the  braces  needed  under  a 
full  or  constant  uniform  load.  If  the  truss  supports 
only  its  own  weight,  w,  the  strains  in  the  chords  will  be 
only  one-half  those  given  in  the  tables,  since  w  is  one- 
half  of  w'  +  w ;  and  the  horizontal  component  of  the 
strain  in  any  brace  (Kn,  of  Simple  Truss  No.  1,  for 
example),  from  the  constant  load,  iv,  will  be  the  difference 
between  the  horizontal  components  of  the  strains  in  GK 
and  KN,  or,  what  is  the  same,  between  the  strains  in  kn 
and  nq  ;  hence  3p  :  y  ::  II  —  H'  :  V,  or  the  horizontal 
extent  of  any  brace  is  to  its  vertical  extent  as  the  hori- 
zontal component  of  the  strain  in  that  brace  is  to  its  ver- 
tical component.  And  the  compression  from  the  same 
load  in  any  vertical  brace  is  equal  to  the  vertical  strain 
in  the  tie  which  meets  that  brace  at  the  lower  chord, 

less  a  panel  weight  of  that  load,  — J-,  the  load  being  con- 

V 

sidered  as  concentrated  at  the  lower  chord  panel  points. 
In  this  manner  the  following  tables  of  the  strains  in 
the  vertical  struts  and  of  the  vertical  components  of  the 
tensions  in  the  inclined  ties  from  the  permanent  load  w 
are  formed  : 


314 


A   TREATISE    OX 

SIMPLE  TRUSS  No.  1, 


Strains  in 
Tons. 

G8.96 

44.14 

30.42 

21.20 

14.19 

8.27 

2.G3 

4.89 

7.90 

Tension 

in 

Ad& 
A'd' 

r>£  & 
i>'s 

Gk& 
G'k' 

Kn& 
K'n 

Nq  & 

Js'q' 

Qt  & 
Q't' 

Tw& 
T'w 

Tt& 

T't' 

VVw 

Strains  in 
Tons. 

85.51 

Aa  & 
A'a' 

55.8 

30.98 

17.26 

8.04 

1.03 

Compres- 
sion in 

Dd& 
D'd' 

Gg& 
G'g' 

Kk& 
K'k' 

Nn  & 
N'n' 

Qq& 
Q'q' 

As  the  vertical   strain  in  Qt  is  8.27,  and  the  load 

upon  point  t  is  ~-  =  13.16,  the  strain  in  Tt  is  tension, 
(/ 

and  its  amount  is  13.16  —  8.27  =  4.80.  The  vertical 
strains  in  Tw  and  T'w  =  5.26  ;  the  load  at  w  =  13.16 ; 
hence  15.16  —  5.26  =  7.90  tension  in  Ww. 

SIMPLE  TRUSS  No.  2. 


Strains  in 
Tons. 

57.32 

38.97 

27.68 

19.37 

12.69 

6.78 

0.47 

6.37 

Tension 
in 

Cf  & 

or 

Fi& 
FT 

Im& 
I'm' 

Mp& 
M'p' 

Ps& 
PV 

Sv& 

S'v' 

Ss  & 

SV 

Vv& 
V  V 

Strains  in 
Tons. 

78.94 

44.10 

25.81 

14.52 

G.21 

Compression 
in 

Cc& 
C'c' 

Ff  & 
FT 

Ii& 
IT 

Mm  & 
M'm' 

Pp& 
P'p' 

There  is  tension  in  Ss  and  Vv,  as  explained  after 
the  previous  table,  because  the  inclined  ties  from  their 
lower  chord  points  do  not  support  a  panel  load. 
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SIMPLE  TRUSS  No.  3. 


Strains  in 
Tons. 

59.91 

39.32 

27.02 

18.16 

11.06 

4.85 

2.10 

8.31 

Tension 
in 

Be& 
B'e' 

Eh& 
E'h' 

H1& 
HT 

Lo& 
L'o' 

Or& 
O'r' 

• 
Ru& 
E'u' 

Rr  & 
RY 

Uu& 

U'u' 

Strains  in 
Tons. 

78.94 

46.75 

26.16 

13.86 

5.00 

Compression 
in 

Bb& 
B'b' 

Ee  & 

E'e' 

Hh& 
H'h' 

L1& 
LT 

Oo  & 
O'o' 

The  cause  of  the  tension  in  Rr  and  Uu  was  explained 
before ;  the  compression  in  each  end  post  of  any  simple 
truss  is  obviously  half  the  weight  borne  by  that  truss. 

223.  Vertical  Strains  from  a  Moving  Load. — Let  I  —  U 

represent  the  length  of  the  moving  load  as  before,  ex- 
tending from  one  abutment  to  the  centre  of  a  panel  of 
Simple  Truss  No.  1  ;  then  the  load  on  /  —  u  is 

i    -7/1'  /yy\ 

____(£.—  u-^-L\  ;  divide  this  by  I  +  4w,  which  is  thd 

length  of  the  leverage  of  this  simple  truss,  and  multiply 

by  _ (I  —  u  —  %L }  +  2n.  the  distance  of  the  centre   of 
J  2  2  ' 

gravity  of  the  load  from  the  loaded  abutment,  and  we 
have 


for  the  reaction  of  the  unloaded  abutment  upon  this 
simple  truss. 
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Taking  moments  around  any  pan;.4  point  of  this 
truss  outside  the  load,  x  and  u  being  measured  from  the 
same  abutment,  we  have, 

H  =  f          .....        (358) 

for  the  tension  in  the  lower  chord  and  the  horizontal 
component  of  the  compression  in  the  upper  chord.  And 
at  the  next  panel  point  of  the  same  truss  towards  the 
abutment  from  which  x  is  measured, 

....         (359) 


y' 

Subtracting  Eq.  (359)  from  Eq.  (358; 

H  -  H'  =  \?W-y)  +  *py\,        (360) 
yyi 

is  the  horizontal  component  of  the  brace  which  extends 
from  x  to  x  —  3p,  and  which,  since  the  horizontal  strain 
increases  towards  the  end  of  the  load,  is  a  tie,  if  the 
upper  end  inclines  towards  the  abutment  from  which  x 
is  measured.  The  vertical  extent  of  this  tie  is  y',  its 
horizontal  extent  is  3/>  ;  hence,  multiplying  Eq.  (360)  by 
y',  the  vertical  extent  of  this  tie,  and  dividing  by  its 
horizontal  extent,  3/>,  we  obtain 

?/>  +  ^  .        .        .        (361) 

Spy 

for  the  vertical  component  of  the  strain  in  any  inclined 
brace,  outside  the  load,  from  a  moving  load,  whose  lower 
chord  end  is  distant  x  from  the  unloaded  abutment, 
whose  vertical  extent  is  y',  y  being  the  vertical  height 
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of  the  truss  at  x.     Substituting  for  V  its  value  given  by 
Eq   (357),  we  have 


.. 
ifil(l-+4n) 

Substituting  the  values  given  above,  this  becomes 

<  1  52  -MV-  4.8  M  +  735.2)  js(y'--y) 
286.0032  ( 


The  greatest  strain  from  this  equation  upon  any  in- 
clined tie  is  when  the  load  covers  the  point  to  which  x 

is  measured,  or  when  u  =  x  —  -~,    and    this    strain    is 

greater  than  the  strain  from  the  full  load. 

To  this  strain  from  the  moving  load  is  to  be  added 
the  strain  from  the  constant  load  so  long  as  the  two  are 
acting  upon  the  same  abutment  ;  but  when  x  of  Eq. 

(363)  becomes  greater  than  —  ,  then  the  strains  in  the 

M 

same  panel  are  acting  in  opposite  directions,  and  one 
neutralizes  its  amount  in  the  other.  While  Eq.  (363), 

with  x  greater  than  —  ,  is  greater  than  the  constant  load 

vertical  strain,  in  the  same  panel  in  which  the  brace 
from  x  to  x  —*•  3p  is,  a  tie  whose  upper  end  inclines  to- 
wards the  abutment  from  which  x  is  measured  is  needed 
to  support  the  difference  in  these  vertical  strains. 

In  the  following  table  the  constant  load  vertical 
strains  taken  from  the  table  for  Simple  Truss  No.  1  are 
placed  with  the  plus  sign,  as  we  proceed  from  either  end 
towards  the  centre  and  beyond  with  the  minus  sign 
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This  is  upon  the  same  reasoning  given  before.    The  sum 
is  the  strain  in  the  inclined  brace. 


Values 
of  u. 

Values 
of  x. 

Values 
of  y. 

Values 
of  y'. 

Strains 
in  Tons 
from 
Moving 
Load. 

Constant 
Loail 
Vertical 

Strains. 

Total 
Strains 
in  Tons 

Tension 
in 

10 

16 

13.04 

9.92 

+49.65 

+  44.14 

+  93.79 

I>ff  * 
D* 

22 

23 

15.57 

13.04 

+  38.06 

+  30.42 

+  68.48 

(ik  & 
Gk' 

34 

40 

17.52 

15.57 

+31.88 

+21.20 

+  53.08 

Kn  A: 
Kn 

46 

52 

18.9 

17.52 

+28.11 

+  14.19 

-42.30 

Nq  & 
N'q 

53 

64 

19.72 

18.9 

+25.28 

+  8.27 

+  33.55 

Qt  A: 
q't 

70 

76 

20. 

19.72 

+22.72 

+  2.63 

+  25.35 

T\v  ,\- 
T\v 

82 

88 

19.72 

20 

+20.16 

-  2.63 

+  17.53 

Wt   & 
Wt 

94 

100 

18.9 

19.72 

+  17.83 

-  8.27 

+  9.56 

There  is  no  inclined  brace  from  T'  to  q'  or  from  T 
to  q,  consequently  the  strain,  9.56  tons,  is  compression 
in  the  braces  with  the  opposite  inclinations,  Q'tf  or  Qt, 
with  the  moving  load  assumed,  which  is  certainly  not 
too  great.  When  u  =106,  the  strain  from  the  moving 
load  to  the  abutment  from  which  it  is  measured,  is  less 
than  the  permanent  strain  in  the  same  panel  to  the 
opposite  abutment,  and  consequently  no  further  counter- 
bracing  is  necessary. 

Subtracting  from  these  strains  the  weight  of  a  panel 
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load  permanent  and  movable,  — -y — —  =  26.32  tons, 

t 

we  obtain  the  compression  in  the  vertical  braces  con- 
nected with  the  lower  ends  of  the  ties,  as  follows : 


Strains  in  Tons. 

67.46 

43.16 

26.76 

15.98 

7.23 

Compression  in 

Gg  &  G'g' 

Kk  &  K'k 

Nn  &  N'n' 

Qq  &  Q'q' 

Tt  &  T  t 

No  compression  in  Ww. 

Under  the  moving  load  one-half  of  Simple  Truss  No. 
2  is  united  by  the  counterbraces  with  the  opposite  half 
of  Simple  Truss  No.  3.  Let  the  load  be  considered  as 
extending  from,  the  abutment  end  of  Simple  Truss  No.  3, 
or  from  left. end  of  Fig.  (87). 


II 


O      R       U     V       g' 


e        u        1         o        r        u        v'      s'      p'      m'       i'       f    c- 


Fig.  87. 

The  load  on  I  —  u  is,  u  being  distances  from  the 
right  abutment  to  the  centres  of  the  panels  of  Simple 

Truss  No.  2  while  less  than  —  ,  and   when  greater  than 

^ 

—  ,  to  the  centres  of  the  panels  of  Simple  Truss  No.  3, 


Dividing  by  the  length  of  the   leverage  of  the  halves 

O          v  O  O 
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of  these  two  trusses,  I  +  n^  and  multiplying  by 
—  (/  —  u  -\-  i-\-\-  n,  the  distance  of  the  centre  of  gravity 
of  the  load  from  the  loaded  abutment,  we  have 


for  the  reaction  of  the  unloaded  abutment  upon  Simple 

Truss  No.  2  when  u  is  less  than  —  ,  and  upon  No.   3 

tt 

when  u  is  greater  than  —  . 

Substituting  values  in  Eq.  (364),  we  obtain  by  the 
same  process  of  reasoning  as  in  the  case  of  Simple  Truss 
No.  1, 


279.4368  (      12y 


) 
Y 


for  the  vertical  component  of  the  strain,  from  the  mov- 
ing load,  in  any  brace  of  Simple  Truss  No.  2  whose 
lower  chord  end  is  distant  x  from  the  abutment  towards 

which  the  braes  leans,  while  x  does  not  exceed  — ,  and 

a 

beyond  that  point  in  the  counterbraces  of  Simple  Truss 
No.  3  having  similar  inclinations. 

In  the  following  table  the  strains  from  the  moving 
load  are  from  Eq.  (365)  ;  the  strains  from  the  constant 
load  are  from  the  table  given  before  for  Simple  Truss 
No.  2  ;  to  the  centre  and  beyond  that,  where  they  be- 
come minus,  from  Simple  Truss  No.  3. 
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s 

«M 
O 

O 

"^ 

H 

«-i 
o 

B 
O 

fl 

"3 

> 

Sj 

*o 

m 

Sj 

"3 

~?=5 

«*H 

O 

35 

b 

1i 

Strain  in  Tons 
from  Moving 
Load. 

Constant  Load 
Vertical 
Strains. 

Total  Strain  in 
Tons. 

c 

.2 

*oa 

.       EH 

18 

24 

14.79 

12.07 

+41.33 

+38.97 

+80.30 

Fi  &  FT 

30 

36 

16.93 

14.79 

+33.61 

+27.68 

+61.29 

Im  &  I'm' 

42 

48 

18.5 

16.93 

+29.21 

+  19.37 

+48.58 

Mp  &  M'p' 

54 

60 

19.51 

18.50 

+26.08 

+  12.69 

+  38.77 

Ps  &  P's' 

66 

72 

19.97 

19.51 

+23.42 

+  6.78 

+  30.20 

Sv  &  S  V 

78 

84 

19.88 

19.97 

+20.84 

+  0.00 

+20.84 

Vu'  &  V'u 

90 

96 

19.24 

19.88 

+  18.04 

-485 

+13.19 

U'r'  &  Ur 

102 

118 

18.04 

19.24 

+14.93 

-11.06 

+  3.87 

The  compression  in  Or  and  O'r',  since  there  are  no- 
ties,  Ro  and  R'o'  is  3.87  tons.  Beyond  u  =  102  no 
counterbracing  is  necessary. 

Subtracting  from  the  strains  a  panel  load,  ^ — ~ — — 

l 

=  26.32  tons,  we  may  form  the  following  table  of  com- 
pressions in  the  vertical  braces  : 


Strains  in  Tons. 

53.98 

34.97 

22.26 

12.45 

3.88 

7.68 

Compression  in 

li  &  IT 

Mm  & 
M'm' 

Pp& 

py 

Ss& 
S's' 

Vv& 

vv 

U'u'& 
Uu 

If  the  load  be  considered  as   extending  from   the 
21 
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abutment  end  of  Simple  Truss  No.  2,  or  from  right  end 
of  Fig.  (87),  by  similar  reasoning  we  obtain 

-     -     -     (366) 


for  the  reaction  of  the  unloaded  abutment,  and  substi- 
tuting values, 

(152-«r-36  Js(y-y)   ,    {  )  (367) 

279.4368        (       12y  j 

for  the  vertical  component  of  the  strain  from  the  moving 
load  in  any  inclined  brace  of  Simple  Truss  No.  3  whose 
lower  chord  end  is  distant  x  from  the  abutment  towards 

which  the  brace  leans,  while  x  does  riot  exceed  —  ,  and 

z 

beyond  that  point  in  the  counterbraces  of  Simple  Truss 
No.  2,  having  similar  inclinations. 

The  following  table  is  prepared  as  were  the  previous 
two  of  the  inclined  brace  strains  : 


Values  of  u. 

Values  of  x. 

Values  of  y. 

Values  of  y'. 

Strains  in 
Tons  from 
Moving  Load. 

||S 

3 

g  <ri 

02  0 
.-.H 

-S  s 

0*1 

H 

Tension  in 

14 

20 

13.95 

11.03 

+44.21 

+39.32 

+83.53 

Eh  &  E'h' 

26 

32 

16.28 

13.95 

+  35.09 

+27.02 

+  62.11 

HI  &in 

38 

44 

18.04 

16.28 

+29.78 

+18.16 

+47.94 

Lo  &  L'o' 

53 

56 

19.24 

18.04 

+26.30 

+  11.06 

+  37.36 

Or  &  Or' 

62 

68 

19.88 

19.24 

+23.61 

+  14.85 

+28.46 

Ru  &  R'u  ' 

74 

80 

19.97 

19.88 

+20.97 

0 

+20.97 

Uv'  &  U'v 

86 

92 

19.51 

19.97 

+  18.26 

-  6.78 

+  12.48 

V's'  &  Vs 

93 

104 

18.5 

19.51 

+  15.10 

12.69 

+  2.47 
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The  compression  in  Ps  and  PV,  since  there  are  no 
ties,  Sp  and  S'p'  is  2.47  tons.  Beyond  w  =  98,  counter- 
bracing  is  unnecessary. 

Whence  the  compression  in  the  vertical  braces  is  as 
follows  : 


Strains  in  Tons. 

57.21 

35.79 

21.62 

11.04 

Tension  in 

Hh  &  H'h' 

LI  &  LT 

Oo  &  O'o' 

Rr  &  R  Y 

The  maximum  vertical  compressions  upon  the  end 
struts  and  ties  of  each  trass,  are  when  the  truss  is  fully 
loaded,  and  are  consequently  double  the  strains  given  in 
the  tables  for  the  permanent  load  strains ;  the  second 
struts  receive  the  maximum  strains  at  the  same  time.  The 
maximum  tensions  in  the  central  vertical  braces  also  occur 
under  the  maximum  load  ;  hence  the  following  table  : 


Strains  in 
Tons. 

171.02 

157.88 

157.88 

111.60 

90.50 

88.32 

Compres- 
sion in 

Aa& 
A'a' 

Bb& 
B'b' 

Cc& 

C'c' 

Dd& 
D'd' 

Ee& 
Ee' 

Ff  & 

Ff 

Strains  in 
Tons. 

137.92 

119.82 

114.64 

4.20 

0.94 

9.78 

16.62 

12.74 

15.80 

Tension 
in 

Ad& 
Ad' 

Be& 
Be' 

Cf  & 

C'f 

Rr& 
Rr' 

Ss& 
S's' 

Tt& 
T't' 

Uu& 
U'u' 

Vv& 
W 

\Vw 

The  strains  which  have  been  determined  for  the  in- 
clined braces  are  the  vertical  components  of  the  strains 
to  which  they  are  subject ;  hence  it  is  necessary  to  divide 
them  by  the  vertical  extents  and  multiply  them  by  the 
lengths  of  the  braces,  which  is  the  same  as  multiplying 
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them  by  the  secants  of  the  angles  the  braces  make  with 
;i  vertical  line,  to  obtain  the  longitudinal  strains.  Per- 
forming this  operation  we  may  form  the  following  table : 


Strains  in 
Tons. 

Tension  in 

Strains  in 
Tons. 

Tension  in 

176.71 

Ad  &  A'd' 

51.28 

Kq  &  N'q' 

178.08 

Be  &  Be' 

44.88 

Or  &  OY 

198.59 

Cf  &  C'f 

43.21 

Ps  &  P's' 

144.09 

Dg  &  D'g' 

39.74 

Qt  &  Q't' 

126.39 

Elx  &  E'h' 

r3..:s 

Eu  &  R'u' 

113.23 

Fi  &  FT 

35.45 

Sv  &  SV 

S3.06 

Gk  &  G'k' 

29.18 

Tw  &  T'w 

81.70 

HI  &  HT 

24.49 

TJv'  &  U'v 

85.03 

Im  &  I'm' 

24.31 

Vu'  £  V'u 

67.02 

Kn  &  K'n' 

20.49 

Wt'  &  Wt 

59.54 

Lo  &  L'o' 

13.94 

V's'  &  Vs 

59.54 

Mp  &  M'p' 

15:41 

U'r'  &  Ur 

Strain  in  Tons. 

4.65 

2.94 

11.32 

Compression  in 

Or  &  OY 

Ps  &  P's' 

Qt  &  Q't' 
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CHAPTER  XII. 

THE   BOLLMAN    AND    FINK   TRUSSES. 

224. — These  trusses  take  their  names  from  the  design- 
ers, and,  strictly  speaking,  do  not  come  within  the 
definition  of  a  truss,  as  given  in  the  opening  chapter. 
Each  may  be  considered,  however,  as  composed  of  a 
number  of  simple  triangular  trusses,  and  the  determina- 
tion of  the  strains  affecting  them  presents  no  difficulty. 


CASE   I. THE   BOLLMAN   TRUSS. 

225.  The  Boiiman  Truss. — Let  Fig.  (88)  represent  a 
truss  in  which  the  only  chord,  AB,  is  horizontal,  and  in 


bcde       fghi       kl       mno       pq 


which  the  inclined  braces  meet  the  chord  at  its  ends 
only.  It  is  evident  that  the  strain  affecting  this  chord 
is  compression,  and  that  it  is  uniform  throughout  the 
length  of  the  chord,  for  no  brace  whose  strain  has  a 
horizontal  component  meets  the  chord  except  at  its  ends, 
and  that  it  is  greatest  when  the  truss  is  fully  loaded. 
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326.  Horizontal  Strains. 

Let  I  =  the  length  of  the  truss, 

d  =  the  depth  of  the  truss,  or  the  length  of 

the  vertical  braces, 
p  =  the  length  of  a  panel,  or  the  distance 

between  the  vertical  braces, 
w  —  the    maximum    uniform   weight,    both 
fixed  and  movable. 

The  abutment  reaction  from  the  load  upon  any  one 
of  the  triangles  of  which  this  truss  is  composed   is 

—-—72  —  ?  x  bemg  the  distance  of  the  strut  in  that 
L 

triangle  from  the  abutment,  therefore  the   horizontal 

strain  in  that  triangle  is  Hd  =  —  —  ^  —  *.     The  differ- 

if 

ent  values  of  x  in  this  equation  are  p,  2p,  3;;  ...  np, 

u  beins;  the  number  of  struts  in  the  truss,  or  n  =  ---  1. 

P 
Substituting  this  value  of  n  and  summing;  the  series, 

.  & 

,  TT         wl 

wehave,  H  =  <S- 

is  the  total  strain  in  the  horizontal  chord. 

227.    Vertical    Strains    in    the  Vertical   Braces.  —  The 

vertical  braces  are  struts,  and  each  one  can  only  support 
the  maximum  panel  load,  for  no  brace  connects  with  its 
upper  end  to  bring  any  greater  vertical  strain  upon  it  ; 
hence  its  greatest  strain  is  when  it  is  fully  loaded  either 
from  a  full  truss  load  or  from  a  moving  load  ;  therefore 


-        -        -        -       •-        (367) 

i 

is  the  maximum  strain  in  each  vertical  brace. 
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22§.  Vertical  Strains  in  the  Inclined  Braces.  —  Each 
vertical  brace,  with  the  inclined  braces  attached  to  its 
lower  end,  is,  with  the  horizontal  chord,  a  simple  trian- 
gular truss. 

Let  x  be  the  distance  of  a  vertical  strut  from  one 
abutment  ;  then  by  the  principles  of  the  lever,  since 
-J£T  is  the  load  upon  the  strut,  —j~  -j-  I  X  (I  —  x) 

0  I 

_  wp    _  wpx  r«6Rx 

T"      ~T~'  ^ 

is  the  reaction  of  that  abutment  from  which  x  is  mea- 
sured upon  the  inclined  brace  from  the  lower  end  of  the 
strut  to  which  x  is  measured,  and  consequently  the  ver- 
tical component  of  the  strain,  which  is  tension,  in  that 
inclined  brace.  Similarly, 


V  =        ,  -         (369;) 

is  the  vertical  component  of  the  strain  in  the  other  in- 
clined brace  from  the  same  strut.  One  equation  only, 
however,  is  needed. 

Dividing  these  equations  by  c£,  the  depth  of  the 
truss,  or  the  vertical  extent  of  the  inclined  tie,  and  mul- 
tiplying by  the  length  of  the  tie  itself,  we  obtain  the 
longitudinal  strain. 

229.  Example.—  In  Fig.  (88), 

Let  I  =  160  feet,  the  length  of  the  truss  or  chord, 
d  =  15  feet,  the  depth  of  the  truss, 
•p  =  10  feet,  the  length  of  a  panel, 
w  =  240  tons,  the  full  weight  of  the  truss  and 
of  the  load. 
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v  j 

Therefore,  Eq.  (366),  —,  -  -^-  =  425  tons,  compres- 


sion throughout  the  horizontal  chord.  And  -/-=— 

L          160 

=  15   tons,    compression   in   each   vertical   strut;  and 
'H*p       wpx  _  ,  r       3<z? 

T    ~r~       "M- 

Substituting  values  of  #,  dividing  by  J,  and  multi- 
plying by  the  lengths  of  the  ties,  we  have  the  following 
table  of  tensions  in  the  ties  : 


Values  of  x. 

Strains  in  Tons. 

Tension  in 

10 

16.0'J 

bA&  qB 

20 

21.36 

cA&  pB 

30 

27.25 

dA  &  oB 

40 

32.04 

eA  &nB 

50 

35.89 

fA&mB 

60 

38.65 

gA&lB 

70 

40.26 

hA&kB 

80 

40.71 

iA  &  iB 

90 

39.92 

kA&hB 

100 

37.92 

lA&gB 

110 

34.69 

mA&fB 

120 

28.23 

nA&eB 

130 

24.54 

oA&  dB 

140 

17.6 

pA  &cB 

150 

9.42 

qA&bB 
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230.    A  Truss  Containing  an  odd  number  of  Panels.— 

This  truss  may  be  divided  into  an  odd  number  of  panels 
or  chord  members,  in  which  case,  by  taking  moments  as 
before,  we  obtain  for  the  chord  strain. 


tt 


TT  _    «/t> 


I wp" 


(370) 


Qd       Qdl ' 

The  strains  in  the  braces  are  found  from  the  same 
equations  as  in  the  previous  case. 

231. — In  practice,  in  the  Bolhnan  Truss,  there  are 
two  light  rods  from  the  bottom  of  each  truss  to  the  tops 
of  the  next  on  either  side,  and  a  horizontal  rod  connect- 
ing the  lower  ends  of  the  struts. 

CASE   II. THE    FINK   TRUSS. 

232.  The  Fink  Truss. — In  this  truss,  shown  in  Fig. 
(89),  as  in  the  Bollman,  the  single  chord  is  subject  to 
compression,  the  vertical  braces  are  struts,  and  the  in- 
clined braces  ties. 


ABCDEPGHIKL      M     N      O      P      Q    B 


be       de       f       ghik       Imnop       q 


Fig.  89. 

233.    Vertical  Strains. — The    struts    attached    to    the 
chord  at  the  points  B,  D,  F,  H,  K,  M,  O,  and  Q,  or  the 

alternate  struts  beginning  with  those  next  the  abutments, 
each  bear  one  panel  load,  since,  as  no  brace  meets  them 
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or  is  connected  with  them  at  the  chord,  they  can  receive 
no  weight  or  strain  except  from  the  load  immediately 
upon  them.  The  braces  from  their  lower  ends  having 
equal  inclinations  receive  equal  amounts  of  vertical 
strain  ;  or 

Let  I  =  the  length  of  the  truss, 
p  —  the  length  of  a  panel, 
w  =  the  uniform  maximum  load, 

then  -^-  is  the  weight  upon  each  of  these  struts,  and 

V 

-"y-  the  vertical  component  of  the  tension  in  each  of  the 

ties  from  their  lower  ends,  or  in  all  the  ties  in  the  truss 
having  a  horizontal  extent  of  p,  or  a  panel  length. 

The  struts  from  the  points  C,  G.  L,  and  P,  have,  in 
in  addition  to  the  panel  load  upon  them,  a  half  panel 
load  from  each  of  the  inclined  braces  which  meet  them 
at  the  chord,  and  consequently  are  subject  to  a  vertical 

strain  of  — '- ;  the  inclined  braoes  from  their  lower  ends 

L 

therefore  have  each  a  vertical  strain  — ^-,  and  a  horizon- 

• 

ta.1  extent  of  two  panel  lengths,  or  2p  ;  whence  we  form 
this  rule. 

The  vertical  component  of  the  strain  in  any  tie  equals 
half  the  panel  loads  in  its  horizontal  extent ;  thus  nr£ 
has  a  horizontal  extent  of  four  panels,  the  vertical  com- 
ponent of  its  strain  is  therefore  — -±-  ;  iR  has  a  horizon- 

l 

ral  extent  of  eight  panels,  the  vertical  component  of  its 
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strain  is  therefore  — ~- ;  or  let  n  =  number  of  panels  in 

the  horizontal  extent  of  a  tie,  then  — ±~  is  the   vertical 

component  of  the  strain  in  that  tie,  and  this  divided  by 
the  depth  of  the  truss,  and  multiplied  by  the  length  of 
the  tie,  will  give  the  longitudinal  strain. 

Evidently  -^--  is   the  compression  in  the  strut  to 

whose  lower  end  the  tie,  having  a  horizontal  extent  of  ?t, 
is  attached. 

234.  Horizontal  Strains. — The  strain  in  the  chord 
from  any  tie  having  a  horizontal  extent  of  p,  or  the 
horizontal, component  of  the  strain  in  that  tie,  is 

7  wp     WP* 

dip::  -JL- 


From  the  ties  whose  horizontal  extent  =  2/j>, 


From  the  ties  whose  horizontal  extent  = 


and  from  those  whose  horizontal  extent  = 


l/  Clt 

It  is  evident  that  all  these  strains  affect  each  member 
of  the  chord,  and  that,  therefore, 


wp        Zwp    ,    Sivp*       Wwp*  _ 
"  "     ~       ^  ~  ~~        ~ 


dT      ~~dT  ~       d 
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is  the  uniform  compression  throughout  the  chord  of  a 
Fink  Truss,  containing  sixteen  panels. 

It  will  be  noticed  that  general  equations  are  not 
given  for  this  truss,  but  special  equations  are  determined 
for  a  truss  divided,  as  shown  in  the  figure  ;  and  for  a 
truss  containing  a  different  number  of  panels  a  different 
horizontal  equation  must  be  prepared.  It  will  also  bvi 
noticed  that  the  greatest  strains  are  from  the  full  load. 

235.    Example.  —  In  Fig.  (80), 

Let  I  —  160  feet,  the  length  of  the  truss, 
d  —  15  feet,  the  depth  of  the  truss, 
p  =  10  feet,  the  length  of  a  panel, 
w  =  240  tons,  the  maximum  uniform  load. 


Hence 


42^X240X10X10 


dl  15x160 

compression  throughout  the  upper  chord. 

For  the  struts,  —  -  —  15  n,  whence, 


Values  of  n. 

1 

2 

4 

8 

Strains  in 
Tons. 

15 

30 

GO 

120 

Compression 
in 

Bb,Dd,Ef, 
Hh,  Kk,  Mm, 
Oo,  &  Qq 

Cc,  Gc.  LI, 
&Pp 

Ee  &  Xn 

li 
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For  the  tension  in  the  ties,  -—•  ,   divided   by    d  and 

2-  v 

multiplied  by  their  lengths,  we  have, 


Values  of  n. 

1 

3 

4 

8 

Stiains  in 
Tons. 

9.01 

24.41 

85.44 

825.66 

T<  usion  in 

Ab,  Cb,  Cd,  Ed, 
Ef,Gf,Gh,Ih, 
Ik,  Lk,  Lin, 

Ac,  EC,  Eg,  Ig, 
11,  Nl,  Np,  & 

Ai&Ri 

Nm,  No,  Po, 
Pq,  &  Kq. 

Kp 

Ae,  le,  In,  & 
Kn 
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8vo.    Cloth.    81.00. 

Si  BAH  FOR  THE  MILLION.  A  Popular  Treatise  on  Steam  and  it« 
Application  to  the  Useful  Arts,  especially  to  Navigation.  By  J.  H. 
WARD,  Commander  U.  S.  Navy. 


Tunner   on   Roll-Turning. 

1  vol.  8vo.  and  1  vol.  folio  plates.    $10.00. 

A  TREATISE  ON  KOLL-TURNING  FOR  THE  MANUFACTURE  OF  IRON, 
by  PETER  TUNNER.  Translated  by  JOHN  B.  PEARSE,  of  the  Penn- 
sylvania Steel  Works.  With  numerous  wood-cuts,  8vo.,  together  with 
a  folio  atlas  of  10  lithographed  plates  of  Rolls,  Measurements,  &c. 

Grruner   on  Steel. 

8vo.    Cloth.    $3.50. 

THE  MANUFACTURE  OF  STEEL.  By  M.  L.  GRUNER  ;  translated  frcm 
the  French.  By  LENOX  SMITH,  A.M.,  E.M.  ;  with  an  Appendix  on 
the  Bessemer  Process  in  the  United  States,  by  the  translator.  Illus- 
trated by  lithographed  drawings  and  wood-cuts. 


Barba   on   the    Use    of  Steel. 

12mo.    Illustrated.    Cloth.    $1.50. 

THK  USE  OF  STEEL  IN  CONSTRUCTION.  Methods  of  Working,  Apply 
ing,  and  Testing  Plates  and  Bars.  By  J.  BARBA,  Chief  Naval 
Constructor.  Translated  from  the  French,  with  a  Preface,  by  A.  L. 

HOLLET,  P.B. 

Bell   on  Iron  Smelting. 

8vo.    Cloth.    $6.00. 

CHEMICAL  PHENOMENA  OF  IRON  SMELTING.  An  experimental  and 
practical  examination  of  the  circumstances  which  determine  the 
capacity  of  the  Blast  Furnace,  the  Temperature  of  the  Air,  and  the 
Proper  Condition  of  the  Materials  to  be  operated  upon.  By 
I.  LOWTHIAK  BELL. 


D.  VAN  NOSTRAND. 


The  Useful  Metals  and  their  Alloys ;  ScofFren, 
Truran,  and  others. 

Fifth  Edition.    8vo.    Half  calf.    $3.75 

THE  USEFUL  METALS  AND  THEIR  ALLOYS,  employed  in  the  conver- 
sion of  IRON,  COPPER,  TIN,  ZINC,  ANTIMONY,  AND  LEAD  ORES, 
with  their  applications  to  the  INDUSTRIAL  ARTS.  By  JOHN  SCOF- 
FREN, WILLIAM  TRURAN,  WILLIAM  CLAY,  ROBERT  OXLAND, 
WILLIAM  FAIRBAIRN,  W.  C.  AITKIN,  and  WILLIAM  VOSE  PICKETT. 


Collins'  Useful  Alloys. 

18mo.    Flexible.    50  cents. 

THE  PRIVATE  BOOK  OP  USEFUL  ALLOYS  and  Memoranda  for  Gold- 
smiths,  Jewellers,  etc.    By  JAMES  E.  COLLINS. 


Joynson's  Metal  Used  in  Construction. 

12mo.    Cloth.    75  cents. 

THE  METALS  USED  IN  CONSTRUCTION  :  Iron,   Steel,  Bessemer  Metal, 
etc.,  etc.    By  FRANCIS  H.  JOYNSON.    Illustrated. 


Dodd's  Dictionary  of  Manufactures,  etc. 

12mo.    Cloth.    81.50. 

DICTIONARY   OF   MANUFACTURES,  MINING,  MACHINERY,    AND   THB 
INDUSTRIAL  ARTS.    By  GEORGE  DODD. 


Von  Cotta's  Ore  Deposits. 

8vo.    Cloth.    $4.00. 

TREATISE  ON  ORE  DEPOSITS.  By  BERNHARD  VON  COTTA,  Professor 
of  Geology  in  the  Royal  School  of  Mines,  Freidburg,  Saxony.  Trans- 
lated from  the  second  German  edition,  by  FREDERICK  PRIME,  Jr., 
Mining  Engineer,  and  revised  by  the  author;  with  numerous  illus- 
trations. 

Plattner's  Blow-Pipe  Analysis. 

Third  Edition.    Revised.    568  pjigea.    8vo.    Cloth.    $5.00. 

PLATTXICR'S  MANUAL  OF  QUALITATIVE  AND  QUANTITATIVE  ANALY- 
SIS WITH  THE  BLOW-PIPE.  From  the  last  German  edition,  Revised 
and  enlarged.  By  Prof.  TH.  RICHTER,  of  the  Royal  Saxon  Mining 
Academy.  Translated  by  Professor  II.  B.  CORNWALL;  assisted  by 
JOHN  H.  CASWKLL.  With  eighty-seven  wood-cuts  and  Lithograplm 
Plate. 


SCIENTIFIC  BOOKS  PUBLISHED  BY 


Plympton's  Blow-Pipe  Analysis. 

12mo.    Cloth.    81.50. 

THE  BLOW-PIPE:  A  Guide  to  its  Use  in  the  Determination  of  Salts 
and  Minerals.  Compiled  from  various  sources,  by  GEOBGE  W. 
PLYMPTON,  C.E.,  A.M.,  Professor  of  Physical  Science  in  the  Polytech- 
nic Institute,  Brooklyn,  N.Y. 


Pynchon's  Chemical  Physics. 

New  Edition.  Kevised  and  enlarged.  Crown  8vo.  Cloth.  $3.00. 
INTRODUCTION  TO  CHEMICAL  PHYSICS  ;  Designed  for  the  Use  of 
Academies,  Colleges,  and  High  Schools.  Illustrated  with  numerous 
engravings,  and  containing  copious  experiments,  with  directions  for 
preparing  them.  By  THOMAS  RUGGLES  PYNCHON,  M.A.,  President 
of  Trinity  College,  Hartford. 


Eliot  and  Storer's  Qualitative  Chemical 
Analysis. 

New  Edition.    Revised.    12mo.    Illustrated.    Cloth.    $1.50. 

A  COMPENDIOUS  MANUAL   CF   QUALITATIVE   CHEMICAL    ANALYSIS. 

By  CHARLES    W.  ELIOT   and   FRANK  H.    STORER.     Revised,  with 

the  cooperation    of    the  Authors,   by  WILLIAM  RIPLEY  NICHOLS, 

Professor  of  Chemistry  in  the  Massachusetts  Institute  of  Technology. 


Rammelsberg's  Chemical  Analysis. 

8vo.    Cloth.    $2.25. 

GUIDE  TO  A  COURSE  OF  QUANTITATIVE  CHEMICAL  ANALYSIS, 
ESPECIALLY  OF  MINERALS  AND  FURNACE  PRODUCTS.  Illustrated 
by  Examples.  By  C.  F.  RAMMELSBERG.  Translated  by  J.  TOWLER, 
M.D. 


Naqnet's  Legal  Chemistry. 

niuBtrated.    12mo.    Cloth.    $2.00. 

LEGAL  CHEMISTRY.  A  Guide  to  the  Detection  of  Poisons,  Falsifica- 
tion of  Writings,  Adulteration  of  Alimentary  and  Pharmaceutical 
Substances;  Analysis  of  Ashes,  and  Examination  of  Hair,  Coins, 
Fire-arms,  and  Stains,  as  Applied  to  Chemical  Jurisprudence.  For 
the  Use  of  Chemists,  Physicians,  Lawyers ,  Pharmacists,  and  Experts. 
Translated,  with  additions,  including  a  List  of  Books  and  Memoirs 
on  Toxicology,  etc.,  from  the  French  of  A.  NAQUET.  By  J.  P. 
BATTERSHALL,  Ph.  D^  with  a  Preface  by  C.  F.  CHANDLER,  Ph.  D., 
M.D.,LL.D. 
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Prescott's  Proximate  Organic  Analysis. 

12mo.    Cloth.    $1.75. 

OUTLINES  OF  PROXIMATE  ORGANIC  ANALYSIS,  for  the  Identification, 
Separation,  and  Quantitative  Determination  of  the  more  commonly 
occurring  Organic  Compounds.  By  ALBERT  B.  PRESCOTT,  Professor 
of  Organic  and  Applied  Chemistry  in  the  University  of  Michigan. 

Prescott's  Alcoholic  Liquors. 

12mo.    Cloth.    $1.50. 

CHEMICAL  EXAMINATION  OF  ALCOHOLIC  LIQUORS. — A  Manual  of  the 
Constituents  of  the  Distilled  Spirits  and  Fermented  Liquors  of  Com- 
merce, and  their  Qualitative  and  Quantitative  Determinations.  By 
ALBERT  B.  PRESCOTT,  Professor  of  Organic  and  Applied  Chemistry 
in  the  University  of  Michigan. 


Prescott  and  Douglas's  Qualitative  Chemical 

Analysis. 

Second  Edition.    Revised.    8vo.    Cloth.    53.50. 
A  Guide  in.the  Practical  Study  of  Chemistry  and  in  the  Work  of  Analysis. 


Mott's  Chemists'  Manual. 

8vo.    650  pages.    Cloth.     $6.00. 

A  PRACTICAL  TREATISE  ON  CHEMISTRY  (Qualitative  and  Quantitative 
Analysis),  Stoichiome.try,  Blowpipe  Analysis,  Mineralogy,  Assaying, 
Pharmaceutical  Preparations,  Human  Secretions,  Specific  Gravities, 
Weights  and  Measures,  etc.,  etc.,  etc.  By  HENRY  A.  MOTT,  JR.,  E.  M., 
Ph.  D.  

Beilstein's  Chemical  Analysis. 

12mo.    Cloth.    75c. 

AN  INTRODUCTION  TO  QUALITATIVE  CHEMICAL  ANALYSIS.  By  F.  BEIL- 
STEIN.  Third  edition,  translated  by  I.  J.  OSBUN. 


Caldwell  &  Breneman's  Chemical  Practice. 

8vo.    Cloth.    188  pages.    Illustrated.    New  and  Enlarged  edition.     $1.50. 
MANUAL  OF  INTRODUCTORY  CHEMICAL  PRACTICE,  for  the  use  of  Students 
in  Colleges  and  Normal  and  High  Schools.    By  Prof.   GEO.  C.  CALD- 
WELL  and  A.  A.  BRENEMAN,  of  Cornell  University.     Second  edition, 
revised  and.  corrected. 
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Grillmore's  Limes  and  Cements. 

Fifth  Edition.    Bevised  and  Enlarged.    8vo.    Cloth.    $4.00. 

PRACTICAL  TREATISE  ON  LIMES,  HYDRAULIC  CEMENTS,  AND  MOR- 
TARS. By  Q.  A.  GILLMORE,  Lt.-Col.  U.  S.  Corps  of  Engineers. 
Brevet  Major-General  U.  S.  Army. 


Gillmore's  Coignet  Beton. 

Nine  Plates,  Views,  etc.    8vo.    Cloth.    $2.50. 

COIONET  BETON  AND  OTHER  ARTIFICIAL  STONE. — By  Q.  A.  GILL- 
MORE,  Lt.-Col.  U.  S.  Corps  of  Engineers,  Brevet  Major-General  U.S. 
Army. 

Glllmore  on  Roads. 

Seventy  Illustrations.    12mo.    Cloth.    $2.00. 

A  PRACTICAL  TREATISE  ON  THE  CONSTRUCTION  OP  ROADS,  STREETS, 
AND  PAVEMENTS.  By  Q.  A.  GILLMORE,  Lt.-Col.  U.  S.  Corps  of 
Engineers,  Brevet  Major-General  U.  S.  Army. 


Gillmore's  Building  Stones. 

8vo.    Cloth.    $1.00. 

REPORT    ON  STRENGTH  OF  THE  BUILDING  STONES  IN  THE  UNITED 

STATES,  etc. 

Holley's  Railway  Practice. 

1  vol.  folio.    Cloth.    $12.00. 

AMERICAN  AND  EUROPEAN  RAILWAY  PRACTICE,  in  the  Economical 
Generation  of  Steam,  including  the  materials  and  construction  of 
Coal-burning  Boilers,  Combustion,  the  Variable  Blast,  Vaporization, 
Circulation,  Super-heating,  Supplying  and  Heating  Feed-water,  &c., 
and  the  adaptation  of  Wood  and  Coke-burning  Engines  to  Coal- 
burning  ;  and  in  Permanent  Way,  including  Road-bed,  Sleepers, 
Rails,  Joint  Fastenings,  Street  Railways,  etc.,  etc.  By  ALEXANDER 
L.  HOLLEY,  B.P.  With  77  lithographed  plates. 


Useful  Information  for  Railway  Men. 

Pocket  form.    Morocco,  gilt.    $2.00. 

Compiled  by  W.   G.   HAMILTON,   Engineer.     New   Edition,  Revised 
and  Enlarged.    577  pages. 
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Stuart's  Civil  and   Military  Engineers       of 
America. 

8vo.    Illustrated.    Cloth.    $5.00. 

THE  CIVIL  AND  MILITARY  ENGINEERS  OF  AMERICA.  By  General 
CHARLES  B.  STUART,  Author  of  "  Naval  Dry  Docks  of  the  United 
States,"  etc.,  etc.  Embellished  with  nine  finely-executed  Portraits 
on  steel  of  eminent  Engineers,  and  illustrated  by  Engravings  of  some 
of  the  most  important  and  original  works  constructed  in  America. 


Ernst's  Manual  of  Military  Engineering. 

193  Wood-cuts  and  3  Lithographed  Plates.    12mo.    Cloth.    $5.00. 
A  MANUAL  OF  PRACTICAL   MILITARY  ENGINEERING.     Prepared  for 
the  use  of  the  Cadets  of  the  U.  S.  Military  Academy,  and  for  Engineer 
Troops.     By  Capt.  0.  H.  ERNST,  Corps  of  Engineers,  Instructor  in 
Practical  Military  Engineering,  U.  S.  Military  Academy. 

Simms'  Levelling. 

12mo.    Cloth.    $2.50. 

A  TREATISE  ox  THE  PRINCIPLES  AND  PRACTICE  OF  LEVELLING, 
showing  its  application  to  purposes  of  Railway  Engineering  and  the 
Construction  of  Roads,  etc.  By  FREDERICK  W.  SIMMS,  C.E.  From 
the  fifth  London  edition,  Revised  and  Corrected,  with  the  addition  of 
Mr.  Law's  Practical  Examples  for  Setting-out  Railway  Curves. 
Illustrated  with  three  lithographic  plates  and  numerous  wood-cuts. 


JefFers'  Nautical  Surveying. 

Illustrated  with  9  Copperplates  and  31  Wood-cut  Illustrations.    8vo.    Cloth.    $5.00. 
NAUTICAL  SURVEYING.     By  WILLIAM  N.  JEFFERS,  Captain  U.  S. 
Navy. 

Text-book    of  Surveying. 

8vo.    9  Lithograph  Plates  and  several  Wood-cuts.     Cloth.     $2.00. 
A  TEXT-BOOK  ON  SURVEYING,  PROJECTIONS,  AND  PORTABLE  INSTRUMENTS, 
for  the  use  of  the  Cadet  Midshipmen,  at  the  U.  S.  Naval  Academy. 

The  Plane  Table. 

«vo.    Cloth.    $2.00. 

ITS  USBS  IN  TorooBAPniCAi.   8u»T«Twa.    From  the  papers  of  the 
U.  S.  COM*  Surrey. 
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Chauvenet's  Lunar  Distances. 

8vo.    Cloth.    $2.00. 

NEW  METHOD  OF  CORRECTING  LUNAR  DISTANCES,  and  Improved 
Method  of  Finding  the  Error  and  Rate  of  a  Chronometer,  by  equal 
altitudes.  By  WM.  CHAUVKNET,  LL.D.,  Chancellor  of  Washington 
University  of  St.  Louis. 

Burt's  Key  to  Solar  Compass. 

Second  Edition.    Pocket-book  form.    Tuck.    §2.60. 

KEY  TO  THE  SOLAR  COMPASS,  and  Surveyor's  Companion ;  comprising 
all  the  Rules  necessary  for  use  in  the  Field  ;  also  Description  ol  the 
Linear  Surveys  and  Public  Land  System  of  the  United  States,  Notes 
on  the  Barometer,  Suggestions  for  an  Outfit  for  a  Survey  of  Four 
Months,  etc.  By  W.  A.  BURT,  U.  S.  Deputy  Surveyor. 


Howard's  Earthwork  Mensuration. 

8vo.    Illustrated.    Cloth.    $1.50. 

EARTHWORK  MENSURATION  ON  THE  BASIS  OF  THE  PRISMOIDAL 
FORMULAE.  Containing  simple  and  labor-saving  method  of  obtaining 
Prismoidal  Contents  directly  from  End  Areas.  Illustrated  by 
Examples,  and  accompanied  by  Plain  Rules  for  practical  uses.  By 
CONWAY  R.  HOWARD,  Civil  Engineer,  Richmond,  Va. 


Morris'  Easy  Rules. 

78  Illustrations.    8vo.    Cloth.    $1.50. 

EAST  RULES  FOR  THE  MEASUREMENT  OF  EARTHWORKS,  by  means  of 
the  Prismoidal  Formula.     By  ELWOOD  MORRIS,  Civil  Engineer. 


Clevenger's  Surveying. 

Illustrated  Pocket  Form.    Morocco,  gilt.    $2.50. 

A  TREATISE  ON  THE  METHOD  OF  GOVERNMENT  SURVEYING,  as 
prescribed  by  the  U.  S.  Congress  and  Commissioner  of  the  General 
Land  Office.  "With  complete  Mathematical,  Astronomical,  and  Prac- 
tical Instructions  for  the  use  of  the  U.  S.  Surveyors  in  the  Field,  and 
Students  who  contemplate  engaging  in  the  business  of  Public  Land 
Surveying.  By  S.  V.  CLEVENGER,  U.  S.  Deputy  Surveyor. 

Hewson  on  Embankments. 

8vo.    Cloth.    $2.00. 

PRINCIPLES  AND  PRACTICE  OF  EMBANKING  LANDS  from  River 
Floods,  as  applied  to  the  Levees  of  the  Mississippi.  By  WILLIAM 
HEWSON,  Civil  Engineer. 
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Minifie's  Mechanical  Drawing. 

Ninth  Edition.    Royal  8vo.    Cloth.    $4.00. 

A  TEXT-BOOK  OF  GEOMETRICAL  DRAWING,  for  the  use  of  Mechanics 
and  Schools.  With  illustrations  for  Drawing  Plans,  Sections,  and 
Elevations  of  Buildings  and  Machinery  ;  an  Introduction  to  Isometri- 
cal  Drawing,  and  an  Essay  on  Linear  Perspective  and  Shadows. 
With  over  200  diagrams  on  steel.  By  WILLIAM  MIXIFIE,  Architect. 
With  an  Appendix  on  the  Theory  and  Application  of  Colors. 


Minifie's  Greometrical  Drawing. 

New  Edition.    Enlarged.    12mo.    Cloth.    $2.00. 

GEOMETRICAL  DRAWING.    Abridged  from  the  octavo  edition,  for  the 

use  of  Schools.    Illustrated  with  48  steel  plates. 


Free  Hand  Drawing. 

Profusely  Illustrated,    l&mo.    Boards.    50  cents. 

A  GUIDE  TO  ORNAMENTAL,  Figure,  and  Landscape  Drawing.     By  an 

Art  Student. 


The  Mechanic's  Friend. 

12mo.    Cloth.    300    Illustrations.    $1.50. 

THE  MECHANIC'S  FRIEND.  A  Collection  of  Receipts  and  Practical 
Suggestions,  relating  to  Aquaria — Bronzing — Cements — Drawing — 
Dyes — Electricity — Gilding — Glass-working — Glues — Horology — Lac- 
quers— Locomotives — Magnetism — Metal- work-ing —  Modelling —  Pho- 
tography— Pyrotechny — Railways  —  Solders  —  Steam-Engine  —  Tele- 
graphy— Taxidermy — Varnishes — Waterproofing — and  Miscellaneous 
Tools,.  Instruments,  Machines,  and  Processes  connected  with  the 
Chemical  and  Mechanical  Arts.  By  WILLIAM  E.  AXON,  M.R.S.L. 


Harrison's  Mechanic's  Tool-Book. 

44  Illustrations.    12ina    Cloth.    $1.50. 

MECHANICS'  TOOL  BOOK,  with  Practical  Rules  and  Suggestions,  for  the 
use  of  Machinists,  Iron  Workers,  and  others.    By  W.  B.  HARRISON. 


Randall's  Quartz  Operator's  Hand-Book. 

12m«.    Cloth.    $2  00. 

QCJARTZ   OPERATOR'S  HAND-BOOK.    By  P.  M.  RANDALL.     New 

edition,  Revised  and  Enlarged.     Fully  illustrated. 
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Joynson  on  Machine  Gearing. 

8vo.    Cloth.    $2.00. 

THE  MECHANIC'S  AND  STUDENT'S  GUIDE  in  the  designing  and  Con" 
structionof  General  Machine  Gearing,  as  Eccentrics,  Screws,  Toothed 
Wheels,  etc.,  and  the  Drawing  of  Rectilineal  arid  Curved  Surfaces. 
Edited  by  FRANCIS  H.  JOYNSON.  With  18  folded  plates. 


Maxwell's  Matter  and  Motion. 

16am    Boards.    216  pages.    50c. 
MATTEK  AND  MOTION.    By  Prof.  J.  CLAEK  MAXWELL. 


Barnes'  Submarine  Warfare. 

8vo.    Cloth.    $5.00. 

SUBMAKINE  WARFARE,  DEFENSIVE  AND  OFFENSIVE.  Descriptions 
of  the  various  forms  of  Torpedoes,  Submarine  Batteries  and  Torpedo 
Boats  actually  used  in  War.  Methods  of  Ignition  by  Machinery, 
Contact  Fuzes,  and  Electricity,  and  a  full  account  of  experiments 
made  tD  determine  the  Explosive  Force  of  Gunpowder  under  Water. 
Also  a  discussion  of  the  Offensive  Torpedo  system,  its  effect  upon 
Iron-clad  Ship  systems,  and  influence  upon  future  Naval  Wan.  By 
Lieut.-Com.  JOHN  S.  BARNES,  U.S.N.  With  twenty  lithographic 
plates  and  many  wood-cuts. 

Foster's  Submarine  Blasting. 

4to.    Goth.    $3.50. 

SUBMARINE  BLASTING,  in  Boston  Harbor,  Massachusetts — Removal  of 
Tower  and  Corwin  Rocks.  By  JOHN  G.  FOSTER,  U.  S.  Eng.  and 
Bvt  Major-General  U.  S .  Army.  With  seven  plates. 


iPlymp ton's  Aneroid  Barometer. 

16mo.     Boards,  illustrated,  50c.     Morocco,  $1.00. 

THE  ANEROID  BAROMETER  :  Its  Construction  and  Use,  compiled  from 
several  sources. 


Williamson  on  the  Barometer. 

4to.    Cloth.    $15.00. 
ON   THE    USE     OF   THE    BAROMETER    ON     SURVEYS    AND     RECONNAI8 

8ANCRS.  Part  I. — Meteorology  in  its  Connection  with  Hypsometry. 
Part  II. — Barometric  Hypsometry.  By  R.  S.  WILLIAMSON,  Bvt. 
Lt.-Col.  U.  S.  A.,  Major  Corps  of  Engineers.  With  illustrative  tables 
and  engravings. 
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Williamson's  Meteorological  Tables. 

4to.    Flexible  Cloth.    $2.50. 

PRACTICAL  TABLES  IN  METEOROLOGY  AND  HYPSOMETRY,  in  connection 
with  the  use  of  the  Barometer.     By  Col.  R.  S.  WILLIAMSON,  U.  S. A. 


Butler's  Projectiles  and.  Rifled  Gannon. 

4to.    36  Plates.    Cloth.    $7.50. 

PROJECTILES  AND  RIFLED  CANNON.  A  Critical  Discussion  of  the 
Principal  Systems  of  Rifling  and  Projectiles,  with  Practical  Sugges- 
tions for  their  Improvement.  By  Capt.  JOHN  S.  BUTLER,  Ordnance 
Corps,  U.  S.  A. 

Benet's  Chronoscope. 

Second  Edition.    Illustrated.    4to.    Cloth.    $3.00. 

ELECTRO-BALLISTIC  MACHINES,  and  the  Schultz  Chronoscope.  Bj 
Lt-Col.  S.  V.  BENKT,  Chief  of  Ordnance  U.  S.  A. 


Michaelis'  Chronograph 

4to.    Illustrated.    Cloth.    $3.00. 

THE  LE  BOULENGE  CHRONOGRAPH.  With  three  lithographed  folding 
plates  of  illustrations.  By  Bvt.  Captain  O.  E.  MICHAELIS,  Ordnance 
Corps,  U.  S.  A. 

Nugent  on  Optics. 

12mo.    Cloth.    $1.50. 

TREATISE  ON  OPTICS  ;  or,  Light  and  Sight,  theoretically  and  practically 
treated;  with  the  application  to  Fine  Art  and  Industrial  Pursuits. 
By  E.  NUGENT.  With  103  illustrations. 


Peirce's  Analytic  Mechanics. 

4to.    Cloth.    $10.00. 

SYSTEM   OF  ANALYTIC    MECHANICS.     By    BENJAMIN   PEIRCE,  Pro- 
fessor of  Astronomy  and  Mathematics  in  Harvard  University. 


Craig's  Decimal  System. 

Square  32mo.    Limp.    50a 

WEIGHTS  AND  MEASURES.  An  Account  of  the  Decimal  System,  with 
Tables  of  Conversion  for  Commercial  and  Scientific  Uses.  By  B.  F. 
CRAIG,  M.D. 
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Alexander's  Dictionary  of  Weights  and 
Measures. 

New  Edition.    8vo.    Cloth.    $3.50. 

UNIVERSAL  DICTIONARY  OF  WEIGHTS  AND  MEASURES,  Ancient  and 
Modern,  reduced  to  the  standards  of  the  United  States  of  America. 
By  J.  H.  ALEXANDER. 

Elliot's  European  Light- Houses. 

51  Engravings  and  21  Wood-cuts.    8vo.    Cloth.    $5.00. 

EUROPEAN  LIGHT-HOUSE  SYSTEMS.  Being  a  lleport  of  a  Tour  of 
Inspection  made  in  1873.  By  Major  GEORGE  H.  ELLIOT,  U.  S. 
Engineers. 

Sweet's  lleport  on  Coal. 

With  Maps.    8vo.    Cloth.    $3.00. 
SPECIAL  REPORT  ON  COAL.    By  S.  H.  SWEET. 


Colburn's  Gas  "Works  of  London. 

12ino.    Boards.    60  cents. 
GAS  WORKS  OF  LONDON.    By  ZERAH  COLBURN. 

Walker's  Screw  Propulsion. 

8vo.    Cloth.    75  cents. 

NOTES  ON  SCREW  PROPULSION,  its  Rise  and  History.  By  Capk.  W.  H 
WALKER,  U.  S.  Navy. 

Pook  on  Shipbuilding. 

8vo.    Cloth.    Illustrated.    $5.00. 

METHOD  OF  PREPARING  THE  LINES  AND  DRAUGHTING  VESSELS 
PROPELLED  BY  SAIL  OR  STEAM,  including  a  Chapter  on  Laying-off 
on  the  Mould-loft  Floor.  By  SAMUEL  M.  POOK,  Naval  Constructor. 

Saeltzer's  Acoustics. 

12mo.    Cloth.    $2.00. 

TREATISE  ON  ACOUSTICS  in  connection  with  Ventilation.  By  ALEX- 
ANDER SAELTZER. 


Eassie  on  "Wood  and  its  Uses. 

250  Illustrations.     8vo.    Cloth.     $1.50. 

A  HAND-BOOK  FOB  THE  USE  OF  CONTRACTORS,  Builders,  Architects, 
Engineers,  Timber  Merchants,  etc.,  with  information  for  drawing  up 
Designs  and  Estimates. 


D.   VAN  NOSTRAND. 


Heavy  Artillery  Tactics. 

12mo.     Cloth.     $2.50. 

HEAVY  ARTILLERY  TACTICS. — 1863.  Instructions  for  Heavy  Artillery; 
prepared  by  a  Board  of  Officers,  for  the  use  of  the  Army  of  the  United 
States.  With  service  of  a  gun  mounted  on  an  iron  carriage  and  39 
plates. 


Anderson's  Evolutions  of  Field  Artillery. 

24mo.     Cloth.     $1.00. 

EVOLUTIONS  OF  FIELD  BATTERIES  OF  ARTILLERY.  Translated  from 
the  French,  and  arranged  for  the  Army  and  Militia  of  the  United 
States.  By  Gen.  Robert  Anderson,  U.  S.  A.  Published  by  order  of 
the  War  Department.  33  plates. 


Duane's  Manual  for  Engineering  Troops. 

12mo.    Half  Morocco.    $2.50. 

MANUAL  FOR  ENGINEER  TROOPS  :  Consisting  of — Part  I.  Ponton  Drill ; 
II.  Practical  Operations  of  a  Siege;  III.  School  of  the  Sap  ;  IV.  Mili- 
tary Mining ;  V.  Construction  of  Batteries.  By  General  J.  C.  Duane, 
Corps  of  Engineers,  U.  S.  Army.  With  16  plates  and  numerous  wood- 
cut illustrations. 


Cullum's  Military  Bridges. 

8vo.     Cloth.     $3.50. 

SYSTEMS  OF  MILITARY  BRIDGES,  in  use  by  the  United  States  Army; 
those  adopted  by  the  Great  European  Powers ;  and  such  as  are  em- 
ployed in  British  India.  With  Directions  for  the  Preservation, 
Destruction,  and  Re-establishment  of  Bridges.  By  Col.  George  W. 
Cullum,  U.  S.  E.  With  7  folding  plates. 


Mendell's  Military  Surveying. 

12mo.    Cloth.    $2.00. 

A  TREATISE  ON  MILITARY  SURVEYING.  Theoretical  and  Practical, 
including  a  description  of  Surveying  Instruments.  By  G.  H.  Mendell, 
Major  of  Engineers.  With  70  wood-cut  illustrations. 


Abbot's    Siege  Artillery   Against  Richmond. 

8vo.    Cloth.    $3.50. 

SIEGE  ARTILLERY  IN  THE  CAMPAIGN  AGAINST  RICHMOND.     By  Henry 
L.  Abbot,  Major  of  U.  S.  Engineers.    Illustrated. 
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The  Automaton  Battery. 

In  Box  $1.00. 

THE  AUTOMATON  BATTERY  ;  OR,  ARTILLERIST'S  PRACTICAL  IN- 
STRUCTOR. For  all  Mounted  Artillery  Manoauvres  in  the  Field.  By 
Q.  Douglas  Brewerton,  U.S.A. 

The  Automaton  Regiment. 

In  Box  $1.00. 

THE  AUTOMATON  REGIMENT;  OR,  INFANTRY  SOLDIERS'  PRACTICAL 
INSTRUCTOR.  For  all  Regimental  Movements  in  the  Field.  By.  G. 
Douglas  Brewerton,  U.  S.  A. 


G-rafton  on  the  Camp  and  March. 

12mo.    Cloth.    75c. 

A  TREATISE  ON  THE  CAMP  AND  MARCH.  With  -which  is  connected 
the  Construction  of  Field- Works  and  Military  Bridges.  By  Captain 
Henry  D.  Graf  ton,  U.  S.  A. 


Gen.  McClellan's  Report  of  the  Army  of  the 

Potomac. 

8vo.    Cloth.    $1.00.    Paper.    50  cents. 

REPORT  OF  THE  ARMY  OF  THE  POTOMAC,  of  its  operations  while 
under  his  command.  With  Maps  and  Plans.  By  General  Geo.  B. 
McClellan,  U.  S.  A. 


Moore's  Portrait  Gallery  of  the  War. 

1  vol.    8vo.  Cloth.    $6.00.    Half  Calf.    $7.50. 

PORTRAIT    GALLERY   OF  THE  WAR,   CIVIL,  MILITARY,  AND  NAVAL. 

A  Biographical  Record.  Edited  by  Frank  Moore.     Illustrated  with  60 
fine  portraits  on  steel. 


Butler's  Projectiles  and  Rifled  Cannon. 

4to.    36  Plates.    Cloth.    $7.50. 

PROJECTILES  AND  RIFLED  CANNON.  A  Critical  Discussion  of  the 
Principal  Systems  of  Rifling  and  Projectiles,  with  practical  suggestions 
for  their  improvement,  as  embraced  in  a  report  to  the  Chief  of  Ord- 
nance, U.  S.  Army.  By  Capt.  John  S.  Butler,  Ordnance  Corps,  U.  S.  A. 


Sergeant's  Roll  Book. 

Pocket-book  form.    $1.25. 
SERGEANT'S  ROLL  BOOK,  FOR  THE  COMPANY,  DETAIL  AND  SQUAD. 


D.  VAN  NOSTEAND. 


Experiments   on  Metal  for  Cannon. 

4to.    25  Plates.    Cloth.    $10.00. 

REPORTS  OF  EXPERIMENTS  OK  THE  STRENGTH  AND  OTHER  PROPERTIES 
OP  METALS  FOR  CANNON  ;  with  a  Description  of  the  Machines  for 
Tosting  Metals,  and  of  the  Classification  of  Cannon  in  Service.  By 
Officers  of  the  Ordnance  Department  U.  S.  Army.  Published  by  author- 
ity of  the  Secretary  of  War. 


Rodman's  Experiments  on  Metals  for  Can- 
non and.  Powder. 

4to.    60  Plates.     Cloth.    $10.00. 

REPORTS  OF  EXPERIMENTS  ON  THE  PROPERTIES  OF  METALS  FOR 
CANNON  AND  THE  QUALITIES  OF  CANNON  POWDER  ;  with  an  Ac- 
count of  the  Fabrication  and  Trial  of  a  15-inch  Gun.  By  Captain  T. 
J.  Rodman,  of  the  Ordnance  Department  of  U.  S.  Army.-  Published 
by  authority  of  the  Secretary  of  War. 


Norton's  Report  on  the  Munitions  of  War. 

80  Illustrations.     8vo.     Cloth.    Extra.    $3.50. 

REPORT  TO  THE  GOVERNMENT  OF  THE  UNITED  STATES  ON  THE  MU- 
NITIONS OF  WAR  exhibited  at  the  Paris  Universal  Exhibition,  18G7. 
By  Charles  B.  Norton,  U.  S.  V.,  and  W.  J.  Valentine,  Esq.,  U.  S. 
Commissioners. 


Lieber's  Instructions  for  Armies. 

12mo.    Paper.    25  cents. 

INSTRUCTIONS  FOR  THE  GOVERNMENT  OF  ARMIES  OF  THE  U.  S.  IN  THE 
FIELD.     Prepared  by  Francis  Lieber,  LL.D. 


Ordronaux's  Manual  for  Military  Surgeons. 

12mo.    Half  Morocco.     $1.50. 

MANUAL  OF  INSTRUCTIONS  FOR  MILITARY  SURGEONS,  in  the  Examin- 
ation of  Recruits  and  Discharge  of  Soldiers.  Prepared  at  the  request 
of  the  United  States  Sanitary  Commission.  By  John  Ordronaux,  M.D., 
Professor  of  Medical  Jurisprudence  in  Columbia  College,  New  York. 


The  Automaton  Company. 

In  Box  11.25. 

THE  AUTOMATON  COMPANY  ;  OR,  INFANTRY  SOLDIERS'  PRACTICAL 
INSTRUCTOR.  For  all  Company  Movements  in  the  Field.  By  G. 
Douglas  Brewerton,  U.  S.  Army. 
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Haupt's  Military  Bridges. 

Svo.    Cloth.    86.50. 

MILITARY  BRIDGES  ;  For  the  Passage  of  Infantry,  Artillery  and  Bag- 
gage Trains ;  with  suggestions  of  many  new  expedients  and  construc- 
tions for  crossing  streams  and  chasms.  Including  also  designs  for 
Trestle  and  Truss-Bridges  for  Military  Railroads,  adapted  specially  to 
the  wants  of  the  Service  of  the  United  States.  By  Herman  Haupt, 
Brig.-Gen.  U.  S.  A.,  author  of  "  General  Theory  of  Bridge  Construc- 
tions," &c.  Illustrated  by  69  lithographic  engravings. 


Lendy's  Maxims  and  Instructions  on  the 
Art  of  War. 

18mo.    Cloth.    75c. 

MAXIMS  AND  INSTRUCTIONS  ON  THE  ART  OF  WAR.  A  Practical 
Military  Guide  for  the  use  of  Soldiers  of  All  Arms  and  of  all  Coun- 
tries. Translated  from  the  French  by  Captain  Lendy,  Director  of  the 
Practical  Military  College,  late  of  the  French  Staff,  etc.,  etc. 


Benet's  Military  Law  and  Courts-Martial.* 

Sixth  Edition,  Revised  and  Enlarged.    Svo.    Law  Sheep.    $4.50.   ftMd 
BENET'S  MILITARY  LAW.    A  Treatise  on  Military  Law  and  the  Prac- 
tice of  Courts-Martial.   By  Gen.  S.  V.  Benet,  Chief  of  Ordnance  U.  S.  A., 
late  Assistant  Professor  of  Ethics,  Law,  &c.,  Military  Academy,  West 
Point. 


Ives'  Treatise  on  Military  Law. 

8vo.    Law  sheep.    $4.00. 

A  TREATISE  ON  MILITARY  LAW  AND  THE  JURISDICTION,  CONSTITUTION, 
AND  PROCEDURE  OF  MILITARY  COURTS.  With  a  Summary  of  the 
Rules  of  Evidence  as  applicable  to  such  Courts.  By  Lt.  Rollin  A.  Ives, 
Fifth  Regiment  of  Artillery,  Assistant-Professor  of  Law  U.  S.  M.  A. 


Kelton's  New  Bayonet  Exercise. 

Fifth  Edition.    Revised.    12mo.    Cloth.    $2.00. 

NEW  BAYONET  EXERCISE.  A  New  Manual  of  the  Bayonet,  for  the 
Army  and  Militia  of  the  United  States.  By  General  J.  C.  Kelton, 
U.S.A.  With  40  beautifully  engraved  plates. 
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Craighill's  Army  Officers'  Companion. 

18mo.    Full  Roan.    82.00. 

THE  ARMY  OFFICERS'  POCKKT  COMPANION.  Principally  designed  for 
Staff  Officers  in  the  Field.  Partly  translated  from  the  French  of 
M.  de  Rouvre,  Lieut.-Col.  of  the  French  Staff  Corps,  with  additions 
from  Standard  American,  French,  and  English  authorities.  By  Wm. 
P.  Craighill,  Major  U.  S.  Corps  of  Engineers,  late  Assistant  Professor 
of  Engineering  at  the  U.  S.  Military  Academy,  West  Point. 

Casey's  U.  S.  Infantry  Tactics. 

3  vols.    24mo.    Cloth.    §2.50. 

U.  S.  INFANTRY  TACTICS.  By  Brig.-Gen.  Silas  Casey,  U.  S.  A.  3  vols., 
24mo.  Vol.  I. — School  of  the  Soldier;  School  of  the  Company;  In- 
struction for  Skirmishers.  Vol.  II. — School  of  the  Battalion.  Vol. 
III.— Evolutions  of  a  Brigade;  Evolutions  of  a  Corps  d'Armde. 
Lithographed  plates. 

United  States  Tactics  for  Colored  Troops. 

24mo.     Cloth.     81.50. 

U.  S.  TACTICS  FOR  COLORED  TROOPS.  U.  S.  Infantry  Tactics  for  the 
use  of  the  Colored  Troops  of  the  United  States  Infantry.  Prepared 
under  the  direction  of  the  War  Department. 


Morris*  Field  Tactics  for  Infantry. 

Illustrated.    18mo.    Cloth.    75c. 

FIELD  TACTICS  FOR  INFANTRY.  By  Brig.-Gen.  Wm.  H.  Morris,  U.  S. 
Vols.,  late  Second  U.  S.  Infantry. 

Monroe's  Light  Infantry  and  Company  Drill. 

32mo.  1  Cloth.  75c. 

LIGHT  INFANTRY  COMPANY  AND  SKIRMISH  DRILL.  Bayonet  Fencing ; 
with  a  Supplement  on  the  Handling  and  Service  of  Light  Infantry. 
By  J.  Monroe,  Col.  Twenty-Second  Regiment,  N.  G.,  N.  Y.  S.  M.  for- 
merly Captain  U.  S.  Infantry. 

Berriman's  Sword  Play. 

Fourth  Edition.     12mo.    Cloth.    81-00. 

SWORD-PLAY.  The  Militiaman's  Manual  and  Sword-Play  without  a 
Master.  Rapier  and  Broad-Sword  Exercises,  copiously  explained  and 
illustrated;  Small- Arm  Light  Infantry  Drill  of  the  United  States 
Army  ;  Infantry  Manual  of  Percussion  Musket ;  Company  Drill  of  the 
United  States  Cavalry.  By  Major  M.  W.  Berriman. 
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Morris'  Infantry  Tactics. 

2  rols.    24mo.    $2.00.    2  vols.  in  1.  ^  Cloth.     $1.60. 

INFANTRY  TACTICS.     By  Brig. -Gen.  William  H.  Morris,  U.  S.  Vola., 
and  late  U.  S.  Second  Infantry. 


Le  Gal's  School  of  the  Guides. 

IGmo.    Cloth.    GOc. 

THE  SCHOOL  OF  THE  GUIDES.    Designed  for  the  use  of  the  Militia  of 
the  United  States.    By  Col.  Eugene  Le  Gal. 


Duryea's  Standing   Orders   of  the    Seventh 
Regiment. 

New  Edition.    IGmo.    Cloth.    50c. 

STANDING  ORDERS  OF  THE  SEVENTH  REGIMENT  NATIONAL  GUARDS. 
By  A.  Duryea,  Colonel. 


Heth's  System  of  Target  Practice. 

18mo.    Cloth.    75c. 

SYSTEM  OF  TARGET  PRACTICE  ;  For  the  use  of  Troops  when  armed 
with  the  Musket,  Rifle-Musket,  Rifle,  or  Carbine.  Prepared  princi- 
pally from  the  French,  by  Captain  Henry  Heth,  Tenth  Infantry, 
U.  S.  A. 


Wilcox's  Rifles  and  Rifle  Practice. 

New  Edition.    Illustrated.    8vo.     Cloth.    $2.00. 

RIFLES  AND  RIFLE  PRACTICE.  An  Elementary  Treatise  on  the  Theory 
of  Rifle  Firing  ;  with  descriptions  of  the  Infantry  Rifles  of  Europe 
and  the  United  States,  their  Balls  and  Cartridges.  By  Captain  C.  M. 
Wilcox,  U.  S.  A. 


Viele's  Hand-Book  for  Active  Service. 

12mo.    Cloth.    $1.00. 

HAND-BOOK  FOR  ACTIVE  SERVICE,  containing  Practical  Instructions  in 
Campaign  Duties.  For  the  use  of  Volunteers.  By  Brig.-Gen.  Egbert 
L.  Viele,  U.  S.  A. 


Nolan's  System  for  Training  Cavalry  Horses. 

24  Plates.    Cloth.    $2.00. 

NOLAN'S  SYSTEM  FOR  TRAINING  CAVALRY  HORSES.    By  Kenuer  Gar- 
rard,  Bvt.  Brig.-Gen.  U.  S.  A. 
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Arnold's  Cavalry  Service. 

Illustrated      18mo.     Cloth.    75c. 

NOTES  ON  HORSES  FOR  CAVALRY  SERVICK,  embodying  the  Quality, 
Purchase,  Care,  and  Diseases  most  frequently  encountered,  with  lessons 
for  bitting  the  Horse,  and  bending  the  neck.  By  Bvt.  Major  A.  K. 
Arnold,  Capt.  Fifth  Cavalry,  Assistant  Instructor  of  Cavalry  Tactics, 
U.  S.  Mil.  Academy.  

Cooke's  Cavalry  Practice. 

100  Illustrations.    12mo.    Cloth.    $1.00. 

CAVALRY  TACTICS;  Regulations  for  the  Instruction,  Formation  and 
Movements  of  the  Cavalry  of  the  Army  and  Volunteers  of  the  United 
States.     By  Philip  St.  George  Cooke,  Brig.-Gen.  U.  S.  A. 
This  is  the  edition  now  in  use  in  the  U.  S.  Army. 

Patten's  Cavalry  Drill. 

93  Engravings.    12mo.    Paper.    50c. 

CAVALRY  DRILL.  Containing  Instructions  on  Foot  ;  Instructions  on 
Horseback  ;  Basis  of  Instruction  ;  School  of  the  Squadron,  and  Sabre 
Exercise. 


Patten's  Infantry  Tactics. 

92  Engravings.    12mo.    Paper.    50c. 

INFANTRY  TACTICS.  School  of  the  Soldier ;  Manual  of  Arms  for  the 
Rifle  Musket ;  Instructions  for  Recruits,  School  of  the  Company ; 
Skirmishers,  or  Light  Infantry  and  Rifle  Company  Movements ;  the 
Bayonet  Exercise ;  the  Small-Sword  Exercise;  Manual  of  the  Sword 
or  Sabre. 

Patten's  Infantry  Tactics. 

Revised  Edition.    100  Engravings.    12mo.    Paper.    75c. 

INFANTRY  TACTICS.  Contains  Nomenclature  of  the  Musket;  School 
of  the  Company  ;  Skirmishers,  or  Light  Infantry  and  Rifle  Company 
Movements ;  School  of  the  Battalion  ;  Bayonet  Exercise  ;  Small  Sword 
Exercise  ;  Manual  of  the  Sword  or  Sabre. 


Patten's  Army  Manual. 

8vo.    Cloth.    $2.00. 

ARMY  MANUAL.  Containing  Instructions  for  Officers  in  the  Preparation 
of  Rolls,  Returns,  and  Accounts  required  of  Regimental  and  Company 
Commanders,  and  pertaining  to  the  Subsistence  and  Quartermaster's 
Department,  &c.,  &c. 
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Fry's  Army  Sacrifices. 

12mo.    Crimson  Cloth.    $1.00. 

ARMY  SACRIFICES  ;  OR,  BRIEFS  FROM  OFFICIAL  PJGEON-HOLES.  Sketches 
based  on  Official  Reports,  grouped  together  for  the  purpose  of  illustrat- 
ing the  Services  and  the  Experiences  of  the  Regular  Army  of  the 
United  States  on  the  Indian  Frontier.  By  Maj.-Gen.  Jan.  B.  Fry,  U.S.A. 


Andrews'   Hints   to  Company   Officers. 

18mo.    Cloth.    60c, 

HINTS  TO  COMPANY    OFFICERS   ON   THEIR   MILITARY   DUTIES.      By 
General  C.  C.  Andrews,  Third  Regt.,  Minnesota  Vols. 


Thomas'   Rifled.  Ordnance. 

Fifth  Edition,  Revised.    Illustrated.    8vo.    Cloth.    $2.00. 

RIFLED  ORDNANCE  ;  A  Practical  Treatise  on  the  Application  of  the 
Principle  of  the  Rifle  to  Guns  and  Mortars  of  every  calibre.  To  which 
is  added  a  new  theory  of  the  initial  action  and  force  of  Fired  Gun- 
powder. By  Lynall  Thomas,  F.  R.  S.  L. 


BrinkerhofF's  Volunteer  Quartermaster. 

12mo.    Cloth.    $2.50. 

THE  VOLUNTEER  QUARTERMASTER.     By  Captain  R.  Brinkerhoff ,  Post 
Quartermaster  at  Washington. 


Hunter's    Manual   for    Quartermasters   and 
Commissaries. 

12mo.    Cloth.    $1.25.    Flexible  Morocco,  Si.  50. 

MANUAL  FOR  QUARTERMASTERS  AND  COMMISSARIES.  Containing 
Instructions  in  the  Preparation  of  Vouchers,  Abstracts,  Returns,  etc. 
By  Captain  R.  F.  Hunter,  late  of  the  U.  S.  Army.  12mo.  Cloth. 
81.25. 


G-reener's  G-unnery. 

8vo.    Cloth.    $4.00.    Full  Calf.  $6.00. 

GUNNERY  IN  1858.     A  Treatise  on  Rifles,  Cannon,  and  Sporting  Arms. 
By  \Vm.  Greener,  R.  C.  E. 


Head's  System  of  Fortifications. 

Illustrated.    4to.    Paper.    $1.00. 

A  NEW   SYSTEM   OF   FORTIFICATIONS.    By  George  E.  Head,  A.  M., 
Capt.  Twenty-Ninth  Infantry,  and  Bvt.  Major  U.  S.  A. 
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NAVAL  BOOKS 

PUBLISHED   BY 

D.    VAN    NOSTRAND 

23  Murray  Street  &  27  Warren  Street, 
NEW  YORK. 


Luce's  Seamanship. 

Fourth  Edition.    Crown  8vo.    Revised  and  Improved.    Illustrated  by  '  89  full-page 
copper-plate  engravings.    8vo.    Half  Roan.    $7.50. 

SEAMANSHIP.    For  the  use  of  the  United  States  Naval  Academy.    By 
Capt.  S.  B.  Luce,  U.  S.  N.     1  vol.,  crown  octavo. 

Text-Book  at  the  U.  S.  Naval  Academy,  Annapolis. 


'  Barnes'  Submarine  "Warfare. 

With  20  Lithographic  Plates,  and  many  "Wood-cuts.  8vo.  Cloth.  $5.00. 
SUBMARINE  WARFARE,  DEFENSIVE  AND  OFFENSIVE.  Comprising  a 
Full  and  complete  History  of  the  invention  of  the  Torpedo,  its  em- 
ployment in  War,  and  results  of  its  use.  Descriptions  of  the  various 
forms  of  Torpedoes,  Submarine  Batteries  and  Torpedo  Boats  actually 
used  in  War.  Bv  Lieut.  -Commander  John  S.  Barnes,  U.  S.  N. 


JefFers'  Nautical  Surveying. 

Illustrated  with  9  Copperplates  and  31  Wood-cut  Illustrations.    8vo.    Cloth.    $5.00. 
NAUTICAL  SURVEYING.    By  William  N.  Jeffers,  Captain  U.  S.  Navy. 


Coffin's  Navigation. 

Fifth  Edition.    12mo.    Cloth.    $3.50. 

NAVIGATION  AND  NAUTICAL  ASTRONOMY.  Prepared  for  the  use  of  the 
U.  S.  Naval  Academy.  By  J.  H.  C.  Coffin,  Prof,  of  Astronomy,  Navi- 
gation and  Surveying,  with  52  wood-cut  illustrations. 


Text  Book  of  Surveying. 

8vo.    9  Lithograph  Plates  and  several  Wood-cuts.    Illustrated:    Cloth.    $2.00. 
A  Text  Book  on  Surveying,  Projections  and  Portable  Instruments  for 
the  use  of  the  Cadet  Midshipmen  at  the  U.  S.  Naval  Academy. 
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Clark's  Navigation. 

Illustrated.    8vo.    Cloth.    $1.50. 

THEORETICAL   NAVIGATION  AND  NAUTICAL  ASTRONOMY.    By  Lewis 
Clark,  Lieut.- Commander  U.  S.  Navy. 


Simpson's  Ordnance  and  Naval  Gunnery. 

Fifth  Edition,  Revised  aiid  Enlarged.     Illustrated  with  185  Engravings.    8vo. 
Cloth.    $5.00. 

A  TREATISE  ox  ORDNANCE  AND  NAVAL  GUNXERY.  Compiled  and 
arranged  as  a  Text-Book  for  the  U.  S.  Naval  Academy,  by  Commander 
Edward  Simpson,  U.  S.  N. 

Young  Seaman's  Manual. 

8vo.    Half  Roan.     $3.00. 

THE  YOUNG  SEAMAN'S  MANUAL.  Compiled  from  various  authorities, 
and  illustrated  with  numerous  original  and  select  designs.  For  the  use 
of  the  U.  S.  Training  Ships  and  the  Marine  Schools. 


Harwood's  Naval  Courts-Martial. 

8vo.    Law-sheep.    $4.00. 

LAW  AND  PRACTICE  OF  UNITED   STATES   NAVAL    COURTS-MARTIAL. 
.    By  A.  A.  Harwood,  U.  S.  N.     Adopted  as  a  Text-Book  at  the  U.  S. 
Naval  Academy. 

Parker's  Squadron  Tactics. 

Illustrated  by  77  Plates.    8vo.    Cloth.    §5.00. 

SQUADRON  TACTICS  UNDER  STEAM.     By  Foxhall  A.  Parker,  Commo- 
dore U.  S.  Navy.     Published  by  authority  of  the  Navy  Department. 

Parker's  Fleets  of  tlie  World. 

8vo.    9  Illustrations.    Cloth,  extra.  $5.00 

THE  FLEETS  OF  THE  WORLD.  The  Galley  Period.  By  Foxhall  A.  Parker, 
Commodore  U.  S.  Navy. 

Parker's  Fleet  Tactics. 

18mo.    Cloth.    $2.50. 

7LEET  TACTICS  UNDER  STEAM.    By  Foxhall  A.   Parker,    Commodore 
U.  S.  Navy.     Illustrated  by  140  wood-cuts. 

Parker's  Naval  Howitzer  Ashore. 

26  Plates.    8vo.    Cloth.    84.00. 

THE    NAVAL   HOWITZER   ASHORE.     By  Foxhall  A.  Parker,    Commo- 
dore U.  S.  Navy.     With  plates.     Approved  by  the  Navy  Department 
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Parker's  Naval  Howitzer  Afloat. 

32  Plates.     8vo.     Cloth.     $4.00. 

THE   NAVAL   HOWITZER   AFLOAT.     By   Foxhall  A.  Parker,  Commo- 
dore U.  S.  Navy.     With  plates.     Approved  by  the  Navy  Department. 


Brandt's   Gunnery  Catechism. 

Revised  Edition.    Illustrated.    18mo.    Cloth.    $1.50. 

GUNNERY  CATECHISM.  As  applied  to  the  service  of  the  Naval  Ord- 
nance. Adapted  to  the  latest  Official  Regulations,  and  approved  by 
the  Bureau  of  Ordnance,  Navy  Department.  By  J.  D.  Brandt,  for- 
merly of  the  U.  S.  Navy. 


Ordnance  Instructions  for  the  United  States 
Navy. 

Illustrated.    8vo.    Cloth.    $5.00. 

ORDNANCE  INSTRUCTIONS  FOR  THE  UNITED  STATES  NAVY.  Part  I. 
Relating  to  the  Preparation  of  Vessels  of  War  for  Battle,  and  to  the 
Duties  of  Officers  and  others  when  at  Quarters.  Part  II.  T^ie  Equip- 
ment and  Manoeuvre  of  Boats,  and  Exercise  of  Howitzers.  Part  III. 
Ordnance.and  Ordnance  Stores.  Published  by  order  of  the  Navy  De- 
partment. 


Barrett's   Gunnery  Instructions. 

12mo.    Cloth.    £1.25. 

GUNNERY  INSTRUCTIONS.   By  Capt.  Edward  Barrett,  U.  S.  N.,  Instructor 
of  Gunnery,  Navy  Yard,  Brooklyn. 


Buckner's  Tables  of  Ranges. 

8vo.    Cloth.    81.50- 

CALCULATED  TABLES  OF  RANGES  FOR  NAVY  AND  ARMY  GUNS.    By 
Lieut.  W.  P.  Buckner,  U.  S.  N. 


Luce's  Naval  Light  Artillery. 

22  Plates.    8vo.    Cloth      $3.00. 

NAVAL  LIGHT  ARTILLERY.  By  Lieutenant  W.  H.  Parker,  U.  S.  N. 
Third  Edition,  revised  by  Lieut.  S.  B.  Luce,  Assistant  Instructor  of 
Gunnery  and  Tactics  at  the  United  States  Naval  Academy. 

Manual   of  Boat  Exercise. 

ISino.    Flexible  Cloth.    75c. 

MANUAL  OF  THE  BOAT  EXERCISE  at  the  U.  S.  Naval  Academy,  designed 
for  the  practical  instruction  of  the  Senior  Class  in  Naval  Tactics. 
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Hamersly's  Records  of  Living  Officers  of  the 
U.  S.  Navy. 

Revised  Edition.    Cloth.    8vo.    $5.00. 

THE  RECORDS  OF  LIVING  OFFICERS  OF  THE  Ul  S.  NAVY  AND  MA- 
RINE CORPS.  Compiled  from  Official  Sources.  By  Lewjs  B.  Hamersly, 
late  Lieutenant  U.  S.  Marine  Corps. 

Levy's  Rules  and  Regulations   for   Men-of- 

War. 

Third  Edition,  Revised  and  Enlarged.    18mo.    Flexible  Cloth.    50c. 
MANUAL  OF  INTERNAL  RULES  AND  REGULATIONS  FOR  MEN-OF-WAR. 
By  Commodore  U.  P.  Levy,  U.  S.  N. 

Pook's  Shipbuilding. 

8vo.    Cloth.    $5.00 

A  METHOD  OF  COMPARING  THE  LINES  AND  DRAUGHTING  VESSELS 
PROPELLED  BY  SAIL  OR  STEAM,  including  a  Chapter  on  Laying  off 
on  the  ^Mould-Loft  Floor.  By  Samuel  M.  Pook,  Naval  Constructor. 
With  Illustrations. 


Osbon's   Hand-Book   of  the    United     States 

Navy. 

12mo.    Cloth.    $3.00. 

HAND-BOOK  OF  THE  UNITED  STATES  NAVY.  Being  a  compilation  of 
all  the  principal  events  in  the  history  of  every  vessel  of  the  United 
States  Navy  from  April,  1861,  to  May,  1864.  Compiled  and  arranged 
by  B.  S.  Osbon. 

Totten's  Naval  Text-Book. 

Second  and  Revised  Edition.    12mo.    Cloth.    $3. 00. 

NAVAL  TEXT-BOOK.  Naval  Text-Book  and  Dictionary,  compiled  for 
the  use  of  Midshipmen  of  the  U.  S.  Navy.  By  Commander  B.  J. 
Totten,  U.  S.  N. 

Roe's    Naval  Duties. 

12mo.    Goth.    $1.50. 

NAVAL  DUTIES  AND  DISCIPLINE  :  With  the  Policy  and  Principles  of 
Naval  Organization.  By  F.  A.  Roe,  late  Commander  U.  S.  Navy. 

Stuart's  Naval  Dry  Docks. 

Fourth  Edition.    4to.    Cloth.    $6.00. 

THE  NAVAL  DRY  DOCKS  OF  THE  UNITED  STATES.  By  Gen.  C.  B. 
Stuart.  Illustrated  with  24  fine  engravings  on  steel. 
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Murphy  and  Jeffer's  Nautical  Route. 

8vo.    Cloth.     $2.50. 

NAUTICAL  ROUTINE  AND  STOWAGE.    With  Short  Rules  in  Navigation. 
By  John  McLeod  Murphy  and  Wm.  N.  Jeffers,  Jr.,  U.  S.  N. 

Barrett's  Dead  Reckoning. 

8vo.    Flexible  Cloth.    $1.25. 
DEAD  RECKONING  ;  Or,  Day's  Work.    By  Edward  Barrett,  U.  S.  Navy. 


Our  Naval  School  and  Naval  Officers. 

12mo.     Cloth.    75c. 

A  GLANCE  AT  THE  CONDITION  OF  THE  FRENCH  NAVY  PRIOR  TO  THE 
FRANCO-GERMAN  WAR.  Translated  from  the  French  of  M.  De  Crise- 
noy  by  Commander  R.  W.  Meade,  U.  S.  N. 


Ward's  Naval  Tactics. 

8vo.     Cloth.     S3. 00. 

MANUAL  OF  NAVAL  TACTICS  :  Together  with  a  Brief  Critical  Analysis 
of  the  Principal  Modern  Naval  Battles.  By  James  H.  Ward,  Com- 
mander U.  S.  N.  With  an  Appendix,  being  an  extract  from  Sir  How- 
ard Douglas's  "  Naval  Warfare  with  Steam." 


Ward's  Naval  Ordnance, 

8vo.    Cloth.    $2.00. 

ELEMENTARY  INSTRUCTION  IN  NAVAL  ORDNANCE  AND  GUNNEBY.     By 
James  H.  Ward,  Commander  U.  S.  Navy. 


Ward's  Steam  for  the  Million. 

8vo.     Cloth.     $1.00. 

STEAM  FOB  THE  MILLION.  A  Popular  Treatise  on  Steam  and  its  Appli- 
cation to  the  Useful  Arts,  especially  to  Navigation.  By  J.  H.  Ward, 
Commander  U.  S.  Navy. 


Walker's  Screw  Propulsion. 

8vo.    Cloth.    75  cents. 

NOTES  ON  SCBEW  PROPULSION,  its  Rise  and  History.    By  Cap*.  W.  H. 
Walker,  U.  S.  Navy. 
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RECENT    WORKS. 


Farming's  Water  Supply  Engineering. 

8vo.    650  pages.   180  Illustrations.   Extra  cloth.   $6.00. 
A.  PRACTICAL  TREATISE  ON  WATER  SUPPLY  ENGINEERING.    Relating  to 
the  Hydrology,  Hydrodynamics,  and  Practical  Construction  of  Water 
Works,  in  North  America,    With  numerous  Tables  and  Illustrations. 
By  J.  T.  Fanning,  C.  E. 

Clark's  Complete  Book  of  Reference  for 
Mechanical  Engineering. 

1012  pages.     8vo.     Cloth,  $7.50.     Half  morocco.     $10.00. 
A  MANUAL  OP  RULES,  TABLES  AND  DATA  FOR  MECHANICAL  ENGINEERS. 
Based  on  the  most  recent  investigations.    By  Daniel  Kinuear  Clark. 
Illustrated  with  namerous  diagrams. 


Mott's  Chemists  Manual. 

650  pages.    8vo.     Cloth.    $6.00. 

A  PRACTICAL  TREATISE  ON  CHEMISTRY  (Qualitative  and  Quantitative 
Analysis),  Stoichiometry,  Blowpipe  Analysis,  Mineralogy,  Assaying, 
Pharmaceutical  Preparations,  Human  Secretions,  Specific  Gravities, 
Weights  and  Measures,  etc.,  etc.,  etc.  By  Henry  A.  Mott,  Jr.,  E.  M., 
Ph.  D.  

Wey ranch,  on  Iron  and   Steel  Constructions, 

12mo.    Cloth.     $1.00. 

STRENGTH  AND  CALCULATION  OP  DIMENSIONS  OP  IRON  AND  STEEL  CON- 
STRUCTIONS, with  reference  to  the  latest  experiments.  By  J.  J.  Wey- 
rauch,  Ph.  D.,  Professor  Polytechnic  School  of  Stuttgart,  with  four 
folding  plates. 

Osbun's  Beil  steins'  Chemical  Analysis. 

12mo.     Cloth.    75  cents. 

AN  INTRODUCTION  TO  CHEMICAL  QUALITATIVE  ANALYSIS.  By  F.  Beil 
stein.  Third  edition,  translated  by  I.  J.  Osbun. 


Davis  and  Rae's  Hand  Book  of  Electrical 
Diagrams. 

Oblong  8vo.    Extra  cloth.     $2.00. 

HAND  BOOK  OP  ELECTRICAL  DIAGRAMS  AND  CONNECTIONS.  By  Charles 
H.  Davis  and  Frank  B.  Rae,  Illustrated  with  82  full  page  illustrations. 
Second  edition. 


Scribner's  Pocket  Table  Book. 

Tenth  Edition,  revised.    Pocket  form,  Roan.    $1.50. 

ENGINEER'S,  CONTRACTOR'S  AND  SURVEYOR'S  POCKET  TABLE  BOOK. 
Comprising  Logarithms  of  Numbers  ;  Logarithmic  Sines  and  Tan- 
gents.  Natural  Sines  and  Natural  Tangents  ;  The  Traverse  Table ; 
and  a  full  and  complete  set  of  Excavatiom  and  Embankment  Tables ; 
Together  with  numerous  other  valuable  Tables  for  Engineers,  etc.  By 
J.  M.  Scribner,  A.  M. 


Scribner's  Mechanic's  Companion. 

Eighteenth  Edition,  revised.    Pocket  form,  full  Roan.     $1.50. 

ENGINEER'S  AND  MECHANIC'S  COMPANION.  Comprising  United  States 
Weights  and  Measures  ;  Mensuration  of  Superfices  and  Solids ; 
Tables  of  Squares  and  Cubes,  Square  and  Cube  Roots  ;  Circumfer- 
ences and  Areas  of  Circles  ;  The  Mechanical  Powers  :  Centres  of 
Gravity,  Gravitation  of  Bodies  ;  Pendulums,  Specific  Gravity  of 
Bodies/  Strength,  Weight  and  Crush  of  Materials,  Water  Wheels, 
Hydraulics,  Hydrostatics,  Statics,  Centers  of  Percussion  and  Gyra- 
tion, Friction,  Heat;  Tables  of  the  Weights  of  Metals,  Pipes,  Scant- 
lings, etc. ;  Steam  and  the  Steam  Engine.  By.  J.  M.  Scribner,  A.  M. 


Schumann's  Heating  and  Ventilation. 

12mo.     Full  Roan.    $1.50. 

HEATING  AND  VENTILATION,  IN  THEIB  PRACTICAL  APPLICATION  FOB 
THE  USE  OP  ENGINEERS  AND  ARCHITECTS  ;  embracing  a  series  of 
Tables  and  Formulas  for  Dimensions  of  Heating,  Flow  and  Return 
Pipes,  for  Steam  and  Hot  Water  Boilers,  Flues,  etc.,  etc.  By  F.  Schu- 
mann, C.  E.  With  illustrations. 


A  Guide  to  the  Determination  of  Rocks. 

12mo.    Extra  cloth.    $1.50. 

BEING  AN  INTRODUCTION  TO  LITHOLOGY.  By  Edward  Jannettaz. 
Translated  from  the  French  by  Prof.  George  W.  Plympton,  C.  E. 
With  Illustrations. 
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Shield's  Notes  on ''Engineering  Construction. 

44  Illustrations.    12mo.    Cloth.    $1.50. 

EMBRACING  Discussions  OP  THE  PRINCIPLES  INVOLVED  AJTO  DESCRIP- 
TIONS OF  THE  MATERIAL  EMPLOYED.    By  J.  E.  Shields,  C.  E. 


Rose's  Pattern-Maker's  Assistant. 

250  Illustrations.     12mo.     Cloth.     $2.50. 

EMBRACING  Lathe  Work,  Bench  Work,  Core  Work,  Sweep  Work,  and 
Practical  Gear  Construction  ;  The  Preparation  and  use  of  Tools  ;  to- 
gether with  a  large  collection  of  useful  and  valuable  Tables.  By 
Joshua  Rose,  M.  E.,  author  of  "Complete  Practical  Machinist." 


Rankine's  Works. 

A  MANUAL  OF  APPLIED   MECHANICS.     Numerous  illustrations. 

Crown  8vo,  cloth $5  00 

A  MANUAL  OF  CIVIL  ENGINEERING.    With  numerous  Tables  and 

illustrations.     Crown  8vo,  cloth 660 

A  MANUAL  OF  MACHINERY  AND  MILLWORK.     With  nearly  300 

woodcuts.    Crown  8vo,  cloth 500 

A  MANUAL  OF  THE  STEAM   ENGINE  AND  OTHER  PRIME  MOVERS. 

With  Diagram,  Tables,  and  illustrations.     Crown  8vo,  cloth  . .    5  00 

USEFUL  RULES  AND  TABLES  FOR  ARCHITECTS,  BUILDERS,  ENGI- 
NEERS, SURVEYORS,  ETC.  Crown  8vo,  cloth 350 

A  MECHANICAL  TEXT-Book ;  or  introduction  to  the  Study  of  Me- 
chanics. By  Professor  Rankine  and  E.  F.  Bamber,  C.  E. 
Crown  8vo,  cloth 3  50 
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